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STUNT PLANE atop one of D. O. Summers Company's 38 Cleveland stores catches eye of pedestrians and motorists. Model 
was inherited by Summers five years ago as part of abandoned garage property; has stimulated sales ever since. See page 62 
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Why small-town branch plant succeeded... ...Page 52 


Timetable for proper boiler maintenance. .....Page 72 


JULY, 1954 


4 g J 4 > 
a ol ‘ » 
i 
< 


are 


Fin LO* ENABLES YOU to keep filter 
pressures lower longer, yet you obtain 
crystal-clear solvents and fast flow rates. 


The result is faster production, longer 
filtration cycles, less time spent in cleaning 
filter screens. You also save on solvent 
recovery costs, because Hyflo does such a 
thorough job of filtering that solvent 
requires distilling less often, needs 
replacement less frequently. 


In every respect, Hyflo’s unique character- 
istics make it the high speed filter powder 
for your dry cleaning solvents. It is 


extremely light in weight, highly porous, 


and particle fineness is just right for trapping 
all dirt (lint, dust and other solids). Thus 
solvent is filtered crystal clear and is 

passed freely through the filter cake that 
builds up on the screen. 


To find out more about Hyflo and how to 
use it to best advantage, ask your dealer 
for a copy of the new Sixth Edition of the 
§2-page Dry Cleaners’ Handbook. It’s 
yours without cost or obligation. 
Johns-Manville, Box 60, New York 16, N.Y. 
In Canada, 199 Bay St., Toronto 1, Ontario. 


*Reg. U.S. Pat. Of, 
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Johns-Manville HYFLO 
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A CELITE PRODUCT | 


the filter powder for charged system cleaning 
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PROCESS 


Thousands of dry cleaners throughout the United 
States and Canada have increased business with 
the installation of Buckeye Clean-Charge! 


This wonderful, new synthetic product has been 
designed to meet the requi-ements of ALL dry 
cleaners... large or small... single or two bath 
equipment! SYMBOL OF QUALITY 


Write today for further information on Buckeye Ciean-Charge 


* patent applied for product and process 


Producers of Quality Products for the Cleaning and Laundry Industry Since 1844 
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ELEMENT & THERMOSTAT 


REPLACEABLE 


RIGHT IN YOUR OWN PLANT 


i= 

STEEL-SEALED ELEMENT 


Dryco’s electric element is 
sealed at the factory into a 
steel casing. It is completely 
shielded at both top and 
bottom to withstand tough- 
est abuse without shorting 


Dryco’s steam valve has a 
spring-loaded packing. This 
permanently prevents any 
leaking of the valve. As the 
valve wears from constant 
use, the spring tightens on 
the packing, assuring a 
leakproof seal. 


MORE PRODUCTION 


al Complete unit 

with water spray 
gun, trigger-operated, 
mounted on handle 


— > MODEL 6530-A (3-Ib. iron) 
MODEL 6560-A (6-Ib. 


SUPER-INSULATED 
MICRO SWITCH 


Dryco’s thumb-operated 
micro switch is specially in- 
sulated to resist heat trans- 
fer and reduce heat radia- 
tion. This provides greater 
comfort for the operator. 


FEATHER-TOUCH 
OF THUMB CONTROL 
| PRODUCES 

( INSTANT STEAM 


TROUBLE-FREE 
SOLENOID 


Dryco’s solenoid is specially 
designed, precision built. it 
is guaranteed for FIVE MiL- 
LION WMPULSES and is in- 
sulated to provide maxi- 
mum silence of operation. 


iron) 


$9900 


Onder Hlowm FROM YOUR SUPPLIER 


“CORPORATION | 


SMALL, COMPACT 
SEPARATOR 


Dryco’s steam separator is 
small and compact... 
mounted below the level of 
the ironing board — out of 
the operator's way, and 
cooler. There's no heat radi- 
ating in the operator's face. 
This exclusive feature is 
made possible by the unique 
Dryco solepiate. 


CORD-A-WAY ARM 
SPEEDS PRODUCTION 


Dryco’s Cord-A-Way arm is 
an integral part of the 
DrycoMatic Unit. It keeps 


the iron cord out of the 
way: prevents it dragging 
over pressed areas... cuts 
time required for making 
lays. 


Or Thumb Operated Sieom 
_ tren, complete arth Specdwoy 

Assembly cord, steam hove 
soleneid, volves, Cord-&-Woy orm 

pilot ght sepereter end mewnting 
brechet, ready te instell on beerd 


ELIMINATES TIRING 
REACHING FOR PEDAL 


DrycoMatic’s thumb 
tion banishes foot-fumbling. 
This allows the operator to 
stand on both feet comfort- 
ably ...not with one foot 
cramped on a pedal. This 
cuts fatigue in half... per- 
mits greater output. 


20% FASTER... 
10 TIMES EASIER 


6 GARMENTS 
FOR THE TIME, COST 
AND EFFORT OF 5! 


DrycoMatic 
Unit 
Complete as 
shown above, 
without water 
spray gun 


MODEL 6330-A (3-Ib. iron) 
MODEL 6360-A (6-Ib. iron) 98222 


Gives 
 ...ATLOWERCOST 
WITH WATER SPRAY Matic 


HOTTER HEAD LIFTS PRODUCTION. Aluminum—best 
conductor of heat—sets hot instantly, holds heat 
evenly, stays hot longer: Faster drying, more gar: 

ments finished pet hour. 
BUILT-IN BAFFLE spreads steam 


6 times more steam holes 
6 times faster steaming 
instantly! Spaces between 400,000 perforations cre- 
provides constant flow of steam, 


Lowest-cost pressing marks of impressions. 
PRESSES ANY FaBRic. Silks, woolens, synthetics 
any fabric—without changing the plate. That's why 
Davis Plates to press garments 


garment makers use 


Lifts the nap 45 it presses 
b at the factory. 
Restores newness to all fabrics REJUVENATES ALL FABRICS. Patented burred surface 
renews and revitalizes the materia _,. restores the 
woolens synthetics original mill finish to the cloth. Gives it that fresh 
“new” look. 
FACE. Reinforcing band in- 
to the 


Presses silk, 
all hard-to-finish fabrics. 


‘Davis Fabric-Renewing Press Plates 


s of cleaners’ presses 
4.85 47" to 54° models $19.25 Mushroom models $11.00 f 


side rim of Davis 
garment. Band hugs head of the press, prevents 


, NO STEAM IN PRE 
Plate deflects steam doun 
buckling and breaking. 


| makes and model 


for al 


36" to 46" utility models $1 


for HOFFMAN Presses all models 


Y x 22” fils Hoflmon {oll models) 
er, Forse ond Singer foch $5.50 
PRICED PROP aTEry 


TYPE, MF22— 


also But! 


OTHER TYPES AND Std 


——sdDavis Fab’ PRESS * 
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FEATURES Drycleaners, as a group, don’t go in much for fancy 


offices. There usually isn’t room in the plant for the boss 
. to set up a decent-sized room for himself, and chances 

\ Quick Look at Swift y Henry Mozdzer are he prefers to have his desk out in the open where he 
Showplace Pays Off Fast by Phil Greene can keep an eye on things. Some cleaners don’t even have 
Should You Buy New Equipment Now? by Henry Mozdzer j a desk, figuring that a man 
who doesn't have time to sit 


What Makes a Branch Plant Click? by Phil Greene _ 5: Office Trend? down has no_need for one. 


Spic & Span Is Even More So by Lou Bellew 56 There are er mesg. of 

low Summers Increased Shirt Volume 1800% : course Cec il Treadway, who 

by Henry Mozdzer 63 operates C. A. Boushelle & Son, a Chicago rug cleaner, 

, , has the jazziest office we've ever seen. It even has a 

How To Schedule Your Boiler Maintenance vibrating couch! Recently while visiting Clean Clean- 

by Joseph C. McCabe ers in Oakland, California, we had a chance to look over 

Finishing Ladies’ Suit Coats and Long Coats—Manual for the office that Emile Bouchet is having fixed up for him- 

raining Wool Finishers, Part I self. The furniture hadn't arrived yet, but its most inter- 

by Laura Herrmann Porterfield 5 esting feature was in full operation 

Therein hangs a tale. We had been climbing around 

, the rafters trying to get some over-all photographs. When 

we descended, Emile noticed that our suit was covered 

with dust and suggested that we step into his office and 

DEPARTMENTS remove it so that it could be brushed off and pressed 

We were standing around in our B.V.D.’s waiting for the 

od 12 suit when we noticed, with horror, that one wall of the 

Letters to the Editor wa office was actually a window opening into the call office 

Signs of the Times 1s When Emile stopped laughing at our discomfiture, he 

Business Builders 24 explained that the office window was really a large pane 

of one-way glass. From the call office side it was just a 

mirror. He said that he finds it very entertaining to sit in 

Editorial 36 the office while lady customers check their makeup a foot 
I'wenty-five Years Ago by Lou Bellew 45 or two away. Talk about a room with a view! 


Inexpensive 140° F Conversion 


Gadgets and Gimmicks 30 


Legal Decisions by A. L. HL. Street 60 The British drycleaning industry is quite different oe 
; %. ours. For one thing, the average British plant is much 
Association Notes in larger than the average here. One visitor on England 
N.LD. News 96 told us that his is a modest-sized operation—only 30 
News Notes in the Trade 101 stores. The May issue of Dry Cleaning and Dyeing Jour- 
all aaill Wien 110 nal, published in London, points up some other differ- 
People and Flaces x ences as reported by E. C. S. Howard, president of the 
Obituaries 115 National Federation of Dyers and Cleaners 
Meetings Scheduled 116 Mr. Howard noted that although our output is high 
and quality good, plant layouts are somewhat disappoint- 
ing. Also, he se there is lots of room for improvement 
in our plant cleanliness and maintenance. Comparing type 
of ea received, he said that work coming into our 
plants is “virtually clean” as the garments are sent to be 


cleaned on an average of 
CONVENTIONS every two or three 


weeks 

~ As Others See Us The American consumer 

Jubilee at Hartford is spends nearly twice as much 

Meeting in Montana 7s for cleaning as the British. 

80 He went on to say that the charged system is all the 

rage here, as it is, and “essentially the baby of the soap 

Northwesterners Meet at Spokane 82 a " In his opiate, no one has as yet found 

” nve y the complete answer to humidity control. He doesn’t ex- 

Mountain States Meet at Denver by Lou Bellew pect the charged system to last. He had nothing but 

praise for our equipment and our spotting, pressing, and 
150 Meet at Pasadena S6 dispatching techniques.—Phil Greene 


Classified Advertisements 118 


99 
Advertisers’ Index 122 


CRI Convenes in Montreal 


Convention in Charleston 6 
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Expert spotters select PyRATEX 

for those really obstinate stains 

which do not respond to 

even the best paint remover. 

Straight PyraTEex is unusually effective 
in the removal of lacquer, fingernail 
polish, airplane dope and all the 

other stains which resist paint removers 
because of their collodion content. 
Equal parts of PyrRATEX and SOLVENT 
make the most economical dry spotter 
for paint-oil-grease. 

Equal parts of PyRATEX and WATER 
make the most economical wet spotter 
for paint-oil-grease. 

Order a case of PyraTex from 

your favorite jobber and write to us 

for free copy of treatise 

titled “Lipstick Loads,” 


BUY 


56) WEST MONROE ST., 
CHICAGO 6, ILLINOIS 


Copyright 1953, R. R. Street & Co., 
sey 9.6 


Inc 


July, 1954 


by the case and save 


When you order from your jobber 


in the original 4-gallon case, you take 

full advantage of the saving made possible by our 
mass production and distribution 

in this standard package 

If you order less than a case you 

automatically increase your jobber’s cost of handling, 
packaging, delivering and billing, at least 

a portion of which he must pass on to you 

Save 35c on each gallon you use by ordering 

in the standard 4-gallon case 
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Chemicals you live by 


What “toil and trouble” for 
renovating old coats! 


lo renovate an old coat you used to take old logwood chips and boil 
them until you had a good strong gallon. (If you didn’t have any chips 
handy. you got out your ax). The strong gallon was strained and, when 
cool, two ounces of gum arabic powder was added. ( At this crucial point 
you made sure the old coat was free of grease and dirt. There’s another 
dandy routine for this). And then you were all set to sponge the coat 
with your “decoction” of logwood, being sure to (1) dilute it according 
to color, and (2) hang it in the shade to dry. And to think that after all 
this, maybe the coat wasn't worth it! 

Such was “toil and trouble” for renovating old coats! But no trouble 
now. Your Diamonp Alkali Distributor has jusc the richt solvents for 
this that are so thorough and safe... even for very old coats! You know 


the solvents as... 


DIAMOND DIAMOND PERCHLORETHYLENE 


ond CARBON TET 


DIAMOND ALKALI COMPANY...CLEVELAND 14, OHIO 
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DOUBLE 
FEATURE 


The New GROSS ‘'Free-Flo'’ Pressure Filter 
can DOUBLE YOUR PROFITS 2 with the scientifically-designed filter tubes 
° and the revolutionary trouble-free muck 


removal system... 


“Fresh from the cleaners !” 


That's what your customers will say — when 
GROSS filters and stills are on the job ! 


Brighter colors—sweeter smelling—cleaner clothes 
... because of brilliant distilled solvent — 
brilliant crystal-clean, water-white solvent ! 


The GROSS Filter has the largest net filtering area 
in the industry . . . plus the largest flow of solvent 
over the longest filtration cycle at the lowest 


operating pressure ! 


If you want to prevent 
redeposition of grime on the garments . . . and have 
crystal clear water-white solvent as fresh as 


the breath of Spring . . . get GROSS. 


The GROSS Vacuum Still positively removes 


fatty acids, heavy oils, and foreign impurities 

The GROSS Vacuum Still with the Drop- 
Out Calandria that reclaims solvent, 
It delivers dry, sparkling water-white solvent — makes it better than new . . . 


in an uninterrupted cycle. Frequent use of the still 


suspended and miscible with the solvent. 


is always good cleaning practic e and it becomes 


imperative when you use the “charge system.” GET GROSS and turn ; 
your gross into net! 


For more information—and catalog sheets—phone or write Department O. 


Foreign Corres pondence Invited. 


\W/ GROSS MACHINERY CO., INC. 


Originators and Manufacturers of the World's Finest Dry Cleaning Equipment 
183 HALBERT ST. Founded 1923 BUFFALO 14, N. Y,. 
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ILLUSTRATED ABOVE ARE TWO 6@ 
WASHERS AND A 30 INCH STA 
EXTRACTOR WITH STAINLES§S 


ve asked Trouble 
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a feature after feat 
Automatic Controls, Rigid cal Drive 
and Reverse that gives co 
: re out eatures incorporated in the Hammond 
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The activating elements of SOLBUMEN are two 
specific enzymes . . . similar to the enzymes which 
effect the digestion of foods in the body. One of the 
enzymes in SOLBUMEN reacts on starchy sub- 
stances. The other reacts on proteins and albumin. 


Because SOLBUMEN is a correctly balanced digester 
— equally effective on both starches and proteins — 
it is the ideal digester for use on the spotting board 
or in a soaking bath. 


SOLBUMEN is a scientific, proven digester which acts on 
many kinds of hard, set stains that are difficult to remove 
by ordinary methods. It conditions for easy removal, 
stains caused by albumin, egg. chocolate, beer: by milk 
and its products; by starchy foodstuffs; by fish, blood, 


discharge, or glue. 


After its digestive action all such “set” stains readily rinse 


out in clear water. 


SOLBUMEN works equally well on all fabrics, and is 
harmless to all materials. It is safe on all colors that will 


stand ordinary cleaning or washing. 


DISTRIBUTORS EVERYWHERE 


1490 DETROIT 7, MICHIGAN 
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Money-Cleaning Machine 


lo the Editor: 

In your May issue you refer on your 
editorial page to a practice ot some 
hotels cleaning their own money. 

For your information, we have for 
years made a practice of having on 
hand a supply of new paper money, 
especially $1 and $5 bills, which we 
give out in making change, but we 
never did clean the silver money 

In your article you mention that 
you know of a small cleaning machine, 
8 by 12 inches. Will you please advise 
us where this machine can be pur- 
chased because we would like to add 
this additional refinement to our oper 
ition providing the machine is not too 
expensive 

L.. W. Myron 
President, Monarch Cleaners Inc 
Cleveland, Ohio 


Mr. Myron and several other subscrib 


ers have requested information on the 
money-cleaning machine. The only in 
dustry source of the machine that we 


know of is The 


chinery 


American Laundry Ma- 


Company, although we under 
tand that competing machines are made 
by other firms 

The machine is designed primarily for 
silver. It re 


washer with the barrel, 


the burnishing of table 
sembles a little 
in which the actual burnishing is done, 
mounted inside a tub or shell. The model 
with the 8-by-12-inch barrel costs in 
the neighborhood of $400 

Depending on your promotional out 
look, this cost might make the 


rather expensive for the sole purpose of 


machine 


cleaning money. It might well be possi 
bole to make an arrangement with a 
nearby hotel, club or restaurant which 
has a burnishing machine, whereby a 
plant employee could obtain the use of 
it tor a 


half-hour every other day or 


Responsibility As Service? 
lo the Editor 

Prolonged interest in the matter of 
responsibility of cleaners has made it 
occur to me that we have come to a 
time when such responsibility can be 
sold to the “New 


Service.” In the rush of business, sales 


customers as a 


employees are not always alert nor do 
they have the knowledge and author- 
itv to reject items that may cause a 
claim. If everything is accepted it 
may be necessary to replace with a 


new garment if it does not stand 


cleaning. As it is now, the cleaner is 


expected to guarantee everything and 


12 


overlooked can prove very costly or at 
least annoying 

I have never heard of this specific 
proposal though similar conceptions 
are used by some for other specific 
purposes. Delivery, cash-and-carry, de 
luxe service and insurance have all 
been made the basis of special charges. 
This idea gives a legal and feasible 
method of modifying the usual im- 
plied contract and controlling unrea- 
sonable claims or unavoidable damage. 
It at the very least creates an oppor- 
tunity for a mutual understanding with 
the customer. 

The proposal is to use an “Inspec- 
tion Service for Guaranteed Cleaning” 
or something similar. De luxe has been 
sold to give a better quality of work. 
Insurance has been sold as protection 
against the remote risk of fire and 
theft. This could be written in the 
form of an insurance. If a small charge 
is made for “Inspection Service for 
Guaranteed Cleaning” and people do 
not ask for it, it can be assumed they 
take some risks for damage that can- 
not be avoided by the cleaner. A 
cleaner is expected to assume all re- 
sponsibilities unless he takes steps to 
avoid that risk. This puts it up to the 
customer to take the step. There 
seems to be objection to a cleaner 
refusing all responsibility but it is just 
as certain that he should not be re- 
quired to assume every responsibility 
and bad risk 

Our sales-appeal “Inspection Serv- 
ice for Guaranteed Cleaning” gives 
notice that there are problems and 
risks. It screens the work and also 
the customers who might cause trou- 
ble. An offered service must be pur- 
chased to be expected. It gives the 
cleaner such control over his claims, 
outside of those for which the cus- 
tomer has paid for a guarantee, as his 
conscience dictates. He can refuse 
work on the guaranteed service when 
the risk is bad and urge the customer 
to take risk at the ordinary service. 
Most customers are willing to assume 
risks when they understand; it is the 
unexpected damage that irritates. 

It may be that some will object to 
the fact that this may be construed as 
an opportunity for the unscrupulous. 
On the other hand, it pins the cleaner 
down to a definite contract, and would 
regulate both unscrupulous cleaners 
and customers. 

It is an opportunity for the cus- 


anything. The few risks that may be 


tomer to buy something he wants 
without forcing unfair responsibility 
for everything on the cleaner. If an 
effort was made to be conscientious 
and sell it as a service, the funds taken 
would more than pay all claims made 
whether the guarantee was purchased 
or not. That would be in case a defi- 
nite and careful acceptance and in- 
spection was made before assuming 
risks. 
Fioyp N. AVERY 
Avery the Cleaner 
Princeton, Illinois 


Prevents Solvent Loss 


To the Editor: 

One of our customers who uses a 4 
percent Dixo charge on his new Perk 
40 has been having difficulty remem- 
bering to close his rinse drain valve 
when pumping charged solvent into 
the wheel. This type of error is easily 
made, with resultant costly loss of 
charged solvent to the rinse system. 

We have devised for him an easily 
installed means of assuring that the 
rinse valve will not be open when 
the charge solvent is being fed to the 
wheel. It is illustrated below. 


VALVE A 


J 


VALVE 


PIPELINE FROM 

Valve A is the rinse drain valve from 
the wheel. Valve B is the charge sol- 
vent drain valve from the wheel. 

With Valve B open and Valve A 
closed, a piece of stout cord is tied 
through the valve handles from Valve 
A back around (in pulley fashion) the 
vertical line (or any other convenient 
vertical piece of piping in back of 
this valve) projecting from the still, 
and then to Valve B. The cord is kept 
taut. As long as Valve A is open, the 
cord will automatically close Valve B 
and vice versa. It is possible, though, 
for both Valves A and B to be closed 
simultaneously. It is impossible for 
both Valve A and B to be open simul- 
taneously. 

We feel that this suggestion may 
be of aid to others who may have the 
same problem. It is easily accom- 
plished and may save many dollars in 
possible waste of charge detergent. 

JEROME SCHAPIRO 
Chemical Engineer-in-Charge 
The Dixo Company 
Garfield, N. J 
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‘SPOTLESS 
STORES 


PATERSON, N.J. 


Illustration shows the huge cleaning room of Spotless Stores 
with eight 500 RD-DC Washex Combination Washer-Extractors. 
In spite of thé volume handled daily by this cleaning room, 
note the superb compactness and order of this room. 


EQUIPMENT 


10- 1.70 Washers 


cleaning 5 - 60” Extractors 
four 10,000 GPH Olson Rinse Filters. snd umber room, 5 - 8000 GPH Filters 
all 5 men in dry cleaning end 8-500 RO-DE Washex 
| iumbier room operating as foi- 
tows: 2 men pulling and load- 
ing Washex Machines, 2 men 
— and ioading Tumblers, 
- 18 hours daily average 
= 9 hours 


WASHEX MACHINERY CORPORATION 
of pamp and precoat station. 192 Benker St. © Grooklyn 22, M, ¥, 
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your copy 


you 
act at once! 


regularly $7 50 
FOR A LIMITED TIME—BARGAIN PRICE—ONLY $5.00 


for the most complete textbook on 


Get full profit from your stor- 
the maintenance of fur garments age vault... by servicing your 


Rennisinn.D delinc—Cleani customers’ stored fur garments. 

ee THE FUR BOOK tells you how 
—in clear, detailed instruc- 
tions by a practical teacher- 


The NATIONAL CLEANER & DYER 


| 
304 East 45th Street, New York 17, N. Y. | furrier. 
check money order 
Please send me THE FUR BOOK at Special Price of Only $5.00 Send this 
| money-saving coupon— 
Nam TODAY 
Firm 
Addr 
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Meanitoweoe’s money-making formula 


F.0.B. Manitowoc Per Hour 


MANITOWOC 


HE Manitowoc 900" is the most-wanted 
unit in the dry cleaning industry — and the 
reason why is as simple as | + | 2! 
Add to Manitowoc’s low cost and big capacity its 
many superior operating features — including 
double drum design, continuous filtration and 
Automatic Control distillation, dual level ventilation and built-in 
Make your Manitowoc completely auto- solvent storage tank — and it all sums up to the 


matic with an Auto Control. Turn the best equipment buy in the field. 

dial to “ON” and get a complete dry A ; 

cleaning cycle automatically. Simple, Before you buy — it will pay you to get all the 
convenient and easy to install, Set any facts and see Manitowoc. 

time formula to suit yourself in a matter 

of seconds. Changes in time or 


operation can be manually made eo 
any time during the normal cycle. MANITOWOC ENGINEERING CORP 


Model 100 Auto Control for Single Bath Unit $575 Manitowoc, Wisconsin 


Model 500 Auto Control for Two Bath Unit $755 PERCHLOR ORY CLEANING UNIT 


Add $20.00 to list prices for factory installation on 
new units. All Prices F.O.B. Manitowoc, Wisconsin. 
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The Greatest 


Achievement in 


Presents 
the improved 


model P-2 


.. handles more garments 
..1S easier to operate 
better quality 


All the features of the 


first Adjusta-Form 


is 
inishing 
origin 
Steam-Air Minisher 
4 
\ P ~. 
/ 


a 
revolving form 


This enables the 
operator without 
moving to inspect 
the back of any 
garment. 


-.. only one foot pedal 


Only one foot pedal instead 
of three for controlling 
both steam and air. No 
pedal overhang. Simple — 
no confusion. 


finishes more 


dresses of all sizes 


With Adjusta-Form’s 
adjustable shoulders, 
dresses with extra small 
waists slip on and off the 
form with the greatest of 
ease. Only the Adjusta- 
Form with patented form 
controls can so effectivel 
handle a dress of suc 
av alarge 

ust, small waist and flar- 
ing skirt. 


..- lower height 


The overall height 
of the new Adjusta- 
Form has been re- 
duced from 6’ I” to 
only 51% feet. Ideal 
for short and tall 
operators. Easier 
loading of dresses. 


The one thing not 
changed is the basic 
principle that 
sold more original 
Adjusta-Forms than 
all other steam air 
finishers combined. 


...no condensate pail 
to empty 


The need for a 
condensate pail 


has been elimi- 
nated. No chance \ 


of water overflow J 


...and 


¥ 
\ 


... adjustable 
shoulders 


From a size 3 jacket for a 
little child up to the la 
man’s coat. Forms perfect 
shoulders. 


.. aircraft type 


control panel 


These push-pull 
knobs, located at 
arm length level, 
control the size of 
the nylon form at 
the waist, hips and 
base. All controls 
are accessible after 
the garment is 
placed on the form. 


Less floor space. New, easy-to- 
operate front and back clamps 
that function with the touch of 
the finger. Streamlined and 
beautified base. Solenoid valve 
is located on outside of ma- 
chine for easy access. Polished 
aluminum neck for garments 
with high or low collars. 


The model P-2 Adjusta-Form 
is the heritage of years of ex- 
poms by the teader in the 

ield of steam-air finishing. 
Buy with confidence and own 
with pride. 


ENGINEERED AND MANUFACTURED BY a 


See your Adjusta-Form job- 
ber for immediate delivery. 


450 E. NORTH SENECA WICHITA 12, KANSAS 
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AIL, Publishes Fiber Study: “Modern 
libers and Their Current Usage,” Spe 
cial Report No. 207, has been released 
by American Institute of Laundering. 
This practical research study was pre 
pared by George H. Johnson, vice 
president of the Institute 

The following fibers are discussed 
cotton, wool, Vieara, rayon and ace 
tate, silk, nylon, Dacron, Orlon, dynel 
Acrilan, glass fibers and nonwoven 
fabric Iwo chart-form appendices 
dealing with fiber laundering and dry 
cleaning characteristics and general 
information and chemical composition 
of man-made fibers are included, as 
ire vatehe of various man-made 
fabric 

Mr. Johnson emphasizes that the 
natural fiber ae spite a great mmount 
of publicity about “miracle” man-made 
fiber cannot be discounted Both 
natural and man-made fibers have cer 
tain limitations, but each also has a 
place in the modern fabric picture 

This report, which should be ol 
value to drycleaners as well as laun 
derers, is available from the American 
Institute of Laundering, Joliet, Il 
Price to nonmembers of the AIL is 

members may secure extra copies 


at $1 per copy 


Small Business Aids; “Sales Forecast 
ing for Small Business,” No. 48 in the 
Management Aids for Small Business 
series published by the Small Business 
Administration, Washington 25, D. ¢ 

helps the manager determine the vol 
ume of sales that can reasonably be 
expected by some future date Phe 
techniques presented in the bulletin 
ire actually being used by small busi 


Drveleaning Tests: The final test pro 


cedures of drycleaning to be adopted 
by the American Association of Tex 
tile Chemists and Colorists probably 
will incorporate grades of fastness or 


durabilit Albert I Johnson of the 
National Institute of Drycleaning told 
the general session of the AATC( 
symposium (Cameron \ Baker 
United States Testing Company, was 
chairman 

In a talk titled “Drvcleaning Tech 
riqque unl Work of Committee on 
Drvcleaning lest Methods,” Mr 
Johnson discussed the work of the 
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SIGNS of the TIMES 


AATCC committee on drycleaning in 
trying to correlate existing test pro- 
cedures with actual drycleaning op- 
erations 


Fort Worth Clinic: The Southwest- 
ern Exhibition and Clinic was spon- 
sored on May 15 and 16 by the Quali- 
fied Dry Cleaners Association of Fort 
Worth, Tex. Thirty-eight exhibition 
booths showed new machinery, equip- 
ment and supplies, and about 300 
plantowners attended, Total attend- 
ance was estimated at 1,200. 

Among scheduled speakers at the 
clinic were: C, A. Barr, University of 
Texas; James T. Haynes, Jr., R. R. 
Street & Co. Inc.; C. A. Gault, An- 
derson—Prichard Oil Corporation; Dr. 
J. Alexander, Adco, Inc.: Bethel 
Fox, University of Texas; Cecil Elrod, 
proficiency expert, and Larry Porter- 
field, Wichita Precision Tool Co., Inc. 

Paul Finley, Worth Cleaners, presi- 


dent of the association, is credited 
with the ideas and plans for the ex- 
hibition. M. N. Shelton, Nobby Clean- 
ers, was chairman of the exhibition 
committee, and J. B. Ables, Ables 


OPENING ZIP is given to Southwestern Ex 
hibition and Clinic as Mrs. W. Oneal Holden 
president of Auxiliary of Qualified Ory 
Cleaners Association of Fort Worth, fastens 
welcoming sign. With Mrs. Holden is Paul 
Finley, president of the group 


Cleaners, was chairman of the floor 
committee. During the two-day show 
Fran Gross, executive secretary, and 
members of the association’s Auxiliary 
acted as hostesses and accepted reg- 
istrations, 


ae 


Consumer Education: Members of the 
Port Kiwanis Club visited Port Clean- 
ers, Port Washington, Wis., recently. 
The owners of the drycleaning estab- 
lishment, Elmer Adams and Jim 
Lynch, are new Kiwanis members. 

Ralph E. Larson, Larson’s Quality 
Cleaners, Wausau, Wis., discussed 
drycleaning techniques and the im- 
portance of clean clothing at a joint 
meeting of the Junior and Senior 
Gregg Clubs of Wausau Senior High 
School. 


Felt and Flammability: Scheduled to 
go into effect July 1, 1954, the Flam- 
mable Fabrics Act is designed to out- 
law the use in apparel of fabrics that 
are potentially dangerous because of 
fire and flame hazards. 

The Felt Association, New York, 
announces that wool felt is an accept- 
able material for apparel and decora- 
tive purposes under the terms of this 
act. Tests have been conducted in in- 
dustry laboratories on 25 percent wool 
colored lining felt, 70 percent wool 
decorative felt and 50-50 wool-and- 
rayon fashion felts. These tests have 
indicated that the wool felts most com 
monly used for apparel and decorative 
purposes fall well within the limits of 
the new law. Unless felts are napped, 
ample protection against flammability 
is provided by the wool fiber present 
in all wool and part-wool felts. 


Fast Cleaniag Appeals to Chinese 
Reds: The drycleaning establishment, 
the shower bath and the telephone 
evidently are the miracles of West- 
ern civilization most appealing to the 
Chinese Communists at the current 
Geneva conference. One Geneva hotel 
reports that the maids can’t keep the 
Chinese delegates in towels—they 
take a shower every time they go 
back to their rooms. Hotel telephone 
operators say that the Eastern guests 
spend hours every day phoning their 
colleagues, even though they may 
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Yes, Christmas is actually closer than you think# We need to know right 


now how many LINCOLN HOLIDAY GREETING BAGS you will require 


so that we can get them ready in plenty of time, And to help 
you out, we've prepared a colorful new booklet showing the 


and all information. Ask your jobber or— send 
. the coupon below today for the details! 


LINCOLN BAG COMPANY, Inc. 
4200 WEST SCHUBERT AVENUE, CHICAGO 39, ILLINOIS 


LINCOLN BAG COMPANY, INC. 
4200 West Schubert Avenue, Chicago 339, Illinois Dept. NCD 


| want to know all about your 1954 Lincoln Holiday Greeting Bags. 
Please send complete information. 


FIRM_ 


ADDRESS__ 
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be in rooms down the hall. And 
though it costs about $4 a trip, the 
Chinese are 


project, Mr. Lipman is looking 


to the hotel cleaner every day for fast and beauty. This is work? 


# 


Any enterprising quick-service op 


erators heading for Peiping? 

; ping Cleaners Exempt From Law: F 
#4 selling services and 
come under that classification- 


Public Service by Drycleaner: Craef immune from the 


young women with good character, 
vhipping their suits out poise, personality, intelligence, charm 


drycleaners 


Canadian combines 


for cording to Mr. Atkinson, and does not 
apply to firms, such as banks, hotels 
or cleaners, selling services. 

The question was raised in testi- 
mony before the Canadian House of 
Commons banking committee on the 
uniform interest rates that banks pay 
on savings deposits and their uniform 
charges on checks drawn on savings 
accounts, 


irms 


are 


FE. Lipman, vice-president and gen act, according to the reasoning of * # 

eral manager ot \ tory Dry ( leaners | H Atkinson, general manager of 

Cincinnati, is hard at work these days the Royal Bank of Canada. The law Cleaner Requests Injunction: A Phoe- 
recruiting Miss America contestants prohibits dealers in commodities from nix, Ariz., drycleaning plantowner has 
As general chairman of the Jaycee getting together and setting rates, ac- asked for a court injunction to keep 


THROW AWAY 


YOUR MUCK! 
_it’s worth MONEY: 


It's a foct—there is approximately $20 
worth of solvent in every filter clean-out. 
VIC WILL NOW SAVE THIS FOR YOU! 
Users report up to “4 increased mileage 
per drum of solvent, with Vic's NEW MODEL 
65 MUCK SOLVENT RECLAIMER. 

That's how this unit will pay for itself in less 
than 1 year, in solvent savings alone! 

The Vic Muck Solvent Reclaimer is now 
available for all synthetic units. 

Don't wait! Write at once for further in- 
formation and prices. 


Sales & Service in all Principal Cities 


CLEANING MACHINE COMPANY 


EXPERIENCED SINCE MINNEAPOLIS 3, MINN. 


— — — — 
vi vic 8OCKET vic vic $08 vic SPEC Pee CENTURY 


the Arizona Dry Cleaners Association 
from forcing him to raise prices, Moe 
Halpern, owner of Society Cleaners, 
alleges that the association has made 
repeated demands on him to submit 
to the price schedule fixed by the 
state group. The complaint also as- 
serts that the “defendants have by 
means of wrongful coercion” caused 
Mr. Halpern to lose several of his cus- 
tomers. 

The Arizona anti-trust law, under 
which Mr. Halpern filed his com- 
plaint, prohibits price-fixing agree- 
ments. 


# # 


Sidewalk Art Show: An outdoor art 
show, Greenwich Village style, was 
recently held at the Tuchman and 
Sons drycleaning establishment at 
4402 Allisonville Road, Indianapolis, 
by Sidney Tuchman. The Indianapolis 
Art League gathered about 500 paint- 
ings for the sidewalk display. In addi- 
tion, artists did on-the-spot caricature 
and silhouette portraits of many of the 
visitors. By the second day of the 
show, so much interest had been 
shown that Mr. Tuchman moved some 
of the paintings indoors and hung 
them all through his plant. 

About 100 sales of the art work 
were made. Funds obtained from the 
show will be used for the develop- 
ment of a civic art center by the In- 
dianapolis Art League. 


# 


California Conducts Institute: The 
California Drycleaners Association re- 
cently stonsored a finishing school 
held in the drycleaning rooms of Oak- 
land Junior College, Laney Trade and 
Technical Institute, Oakland. Three 
instructors from the National Institute 
of Drycleaning, Harold Reeves, John 
Ireland and Clay Hardin, conducted 
the classes. 

Following the two-day Institute, 
Mr. Ireland and Mr. Hardin spoke to 
the drycleaning and sewing classes at 
Laney on fabric construction and fab- 
ric problems. 
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“DRESSES, SLACKS 
AND SPORT SHIRTS 
KEPT OUT. 
OF THE HOME 
WASHER 


NO FRANCHISE FEE 


REE-DRAPE is liquid. Mixes easily with petroleum or synthetic 


cleaning solvent 


REE-DRAPE is removed in dry cleaning so does not build up 


with repeated application 


REE-DRAPE i: hormiess to natural and synthetic fabric: 
REE-DRAPE neutral ond not sticky 
REE-DRAPE ond hormless to skin 
REE-DRAPE offected by perspiration 
REE-DRAPE increases spot resistance, reducing future spotting 
REE-DRAPE duces finishing cost through easier pressing 
REE-DRAPE aon riverside Dry Cleaning Detergents are 


made to Work Together. 


REE-DRAPE will delight your customers for washable 
dresses, slacks, sport shirts, plays suits. ..Yes, even 


Also does an outstanding job of sizing felt hats. \ 


5 GALLON $995 
CAN, Per Gal. ... 3 \ 


RIVERSIDE MFG. CO. 
4919-27 CONNECTICUT ST. 
ST. LOUIS 9, MISSOURI 
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These 


men’s suits keep their shape longer and look better. 
wis 
% 4 


them look like new 

Price $4.25 per 

ow 1000, Postage Paid 


Low As for a 
Silk or Rayon Dress 


_ BUTTON TAGS 
Are Available 


Hang them on gar- 
ments to tell your 
customers you made 


Billing through 
Distributor 


; 
YOU CAN DO IT WITH q 
Which Gives Garments a New Body, Feel and Finish 2 

(WITH PROPER SET-UP) 

NECESSARY 
Man's Suit 


these 
build 


bigge 


business! 


And on their way, your name and message 


printed outside the bag will be seen and 


remembered by prospective customers as well. 
Build your business and goodwill with inexpensive, 


eye-catching International Garment Bags. 
Your regular dealer can supply you. 


Evternational 
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Protect your customer's clothes by delivering 


them in smart-looking International Garment Bags. 


SOUTHERN KRAFT DIVISION 


220 East 42nd Street, New York 17, N.Y. 


NATIONAL CLEANER & DYER 


» 
« 
_4 
” 
4 
‘ 
e 
Cho ue 
‘ 
| YOUR NAME Goes HERE 1 
— 
: 
| Wes 
= 
. 
= 


THREE plus FEATURES you get only with 


POWER-PAK 


Pennsalt's new charged-system detergent 


nyon 


For Streamlined 


TROURLES 


Power-Pak* makes moisture work efficiently. Its hydratroll action 
lowers the inter-facial tension of the solvent, allowing moisture to 
thoroughly penetrate water-soluble soil. Result: unheard-of reduc- 
tions in costly spotting and wet-cleaning! Power-Pak may also be 
used with measured solvent relative humidity control. Yes, Power- 
Pak will amaze you—-with gleaming colors, sparkling whites, and 
fresh-as-if-laundered linings! 


Use Power-Pak in any of these ways: 
In dilute charges without rinsing. 


In super charges, where high active ingredient content of Power- 
Pak plus a rinse gives you the kind of results you've been looking for, 


In semi-charges with fresh soap to each batch method. 


As a spotter base for wet and dry paint removers and prespotters, 


Power-Pak’s light color makes it easy to see fugitive dyes in your 
solvent. It saves you time because it distills and filters readily. 
Power-Pak is free of fatty acids, thus helps you control this major 
problem. Because of its unusual ability to control static build-up, 
Power-Pak minimizes your linting problem, too. And you can 
check the concentration of Power-Pak in the solvent at any time 
with Pennsalt’s Simplified Testing Kit (free with initial order). 


Your Pennsalt Dry-Cleaning Technician will gladly analyze your particular plant problem and show Pen nsa It 


you how Power-Pak can help you turn out better—far better—work. Ask him this week, or write: 


Laundry and Dry Cleaning Dept., Pennsylvania Salt Mfg. Co.,626 Widener Bidg., Philadelphia 7, Pa. Chemicals 


July, 1954 


*Power-Pak is a Pennsalt trademark 
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QUICK UPSWING in repair service has been reported by Dick Kelley since he installed oa 
board with samples of frequently needed repairs and alterations in the call office of Melody 
Cleaners, Oklahoma City. A lifelike manikin helps draw attention to before and after sam 
ples of trouser.cuff repairs, reweaving, sleeve linings, etc 


A recently added sideline for Stacey 
Portland, 
repairs. Jack Stacey grabbed a chance 


Cleaners Oregon, is shoe 


to pick up. some shoe-repair equip- 
ment, installed it in one of the firm's 
17 stores, hired a shoe repairman, and 
cast about for a novel means of telling 
drycleaning customers about the new 
service 

The answer came from the repair 
department which promptly made up 
20 unusual hats for the counter girls 
to wear. The hats are made of light 
felt with jazzy shoelaces and tissue 
stuffed in the visors to create a shoe 
If the girls don't feel 
like wearing the hats, they just put 


like appearance 
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Novel Headgear Spurs Shoe Repairs 


PLANT MANAGER Jerry Stacey acts customer role for two counter-clerk-millinery models 


them on the counters. Customers al 
most invariably ask about them. 

No other particular emphasis was 
wiven to the new service. On the first 
day $45 worth of shoe business came 
n. Volume is now climbing nicely and 
even the four routemen (who weren't 
supplied with hats) are bringing in 
three or four pairs of shoes daily. 


Sign of the Times 


Garments arrive at Melody Clean- 
ers for one-hour, two-hour, three-hour, 
same day or regular service! Marge 
Kelley, who runs the Oklahoma City 
business with her husband, Dick, has 
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CIAL 
VAILABLE 


REGULAR R SERVICE 


wh. READY 


installed a regular schedule of prices 
for the various services so the cus- 
tomer can take his choice. A com 
panion sign tells when the clothing 
will be ready. 


Booklet —— Rack 


ANOTHER WAY TO DISPLAY consumer book- 
lets hos been devised by Winthrop Dadmun, 
owner and operator of Roy! Cleaners, 430 
Federal St., Greenfield, Mass. 


Believe-It-or-Not 
Ads Pay 


A low-cost ad program has been 
getting results for two years for J. H. 
Gardner, owner of Spotless Cleaners 
at Covington, Tennessee. It consists 
of believe-it-or-not type ads with a 
picture of some animal each week, 
and under it a 25- to 50-word sales 
message. These drive for seasonal 
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Man and Manikin Promote Repair Service Sra tal 
| 


it's QUALITY== 


REVERSING 
CLEANING TUMBLERS 


36 x 30 Model 
Reverse tumble action as —Iilustrated 
featured by Western puts ' 


an end to tangled, unmanage- 

able, torn clothes... it’s truly 3 models available: Laundry—Dry Cleaning or 
the advanced design tumbler Gas Fired —also non-reversing models. 

... 0 troublesome gears or 

couplings ... investigate now M A N U F A ¢G T U R E D B Y 
and you too will agree ‘‘In 

tumbler drying today — 

Western Reverse Action is 


Consult Your Jobber Today or 
20 E. 10th St., Dept. NC-7 North Kansas City, Mo. 


July, 1954 
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business and two ads a month tell 
readers that 


All work is guaranteed 
We are responsible.” 
The cost of the ads is $200 a year 
The ads have been creating a lot 


of interest in the local schools; several 
classes clip and post them on class 
room bulletin boards 

“We are 


these ads than any we have ever 
used,” said Mr. Gardner. “In fact 


getting more results from 


ALMORE 


DYE HOUSE 


4412 WENTWORTH AVE., CHICAGO 9, ILL. 
Leon Teichner, President 


of Undying Fame 


results. We checked recently and 
found that of 14 new customers, 11 
had children who were clipping our 


52—Beautiful Girls—52 


CLEANERS & Lal NDERERS 
State Se Pot, 


PI AY ING CARDS 


With Our Compliments 

Save This Valuable Coupon 
With each $1.00 in trade at SWICK 
CLEANERS AND LAUNDERERS, 
you will receive one of these coupons 
ood for Playing Cards. 

hen you have saved 20 coupons, we 
will exchange them for one pack of 
Remembrance Quality Redi-Slip Fin- 
ish Playing Cards with our compli- 
ments, your choice of two beautiful 
color combinations of which the cou- 
pons are samples Each pack has two 
jokers for CANASTA, 
This is one of our ways of saying, 

‘Thank you for your continued pa- 
tronage."’ 

There is no limit to the number of 
packs of Playing Cards you may re- 
ceive, one pack for each 20 coupons. 
There is ne objection to pooling the 
coupons with your neighbors or mem- 
bers of your card club in order to se- 
cure your Playing Cards sooner. 

Bring Your Coupons to: 

SWICK 
CLEANERS ig AUNDERERS 
Tel. 71 
346 State St. Conn. 
(This offer is void where its use is 

taxed or otherwise restricted.) 

At your option, this coupon may be 
redeemed in cash on the basis of one- 
tenth of a cent per coupon. 


ads at home and taking them to school 
for making scrapbooks and to be 
posted.” 


109 HNO 


NOd 


THEY RE OFFERED TO CUSTOMERS—on the backs of playing cards—by Swick Cleaners & 
Launderers of Bridgeport, Connecticut. With each $1 order he brings in, customer is given a 
coupon. Twenty coupons entitle him to ao pock of playing cards 


thesé are the first ads we have ever 


used where we could actually see the 
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SHIELDS 
PERKLAIMER 


With the use of separate 
Shields Perklaimer, pounds 
per hour cleaned can be 
doubled or even tripled, if 
necessary, by processing the 
garments in the Shields Per- 
chlor Unit for soap wash and 
rinse, cold, then transferring 
the load to the Shields 
Perklaimer. 


Shields Dry Cleaner washes 
—extracts and dries in one 
continuous operation. Filter 
muck is taken out dry—also, 
filter screen bags can be 
backwashed. Occupying 22 
sq. ft. of floor space the 
Shields Unit measures 34” 
wide x 88” long x 78” high 
—enters through a 35” door 
opening—is shipped com- 
pletely assembled. 


Higher Production on 


synthetic 


CLEANER 


BACKED BY 39 YEARS OF BUILDING PRECISION MACHINERY 


This compact unit, that can be operated manually or automatically, with 
Load Capacity of 50 dry pounds, is outstanding for economy of Space, 
Time and Labor. The invisible factors that do not appear in pictures or 
specifications make the difference in proving Shields’ Superiority, in 
hundreds of dry cleaning plants. 

Now available with Attachments for Independent Soap Charge System 
and Water Repellent Treatment—requires 6 to 8 minutes operating time. 
Solution is used over anc) over again for further economy. 


COMPARE AND YOU'LL BUY A SHIELDS—THAT’S WHAT MANY 
LEADING DRY CLEANERS ARE DOING. NO INCREASE IN PRICE. 


ENGINEERING AND. 

EAST 156th ST. CLEVELAND 10, OHIO 

July, 1954 97 =e 


“Nothing compares with this new Solvo-Miser’* 
— the pace setter in extremely fast reclamation. 


It cuts reclaiming cycle up to 50%. It combines 


all the timesaving features discovered by today’s 


extensive research. It keeps pace with the cycle 


of any drycleaning machine on the market! 


It’s a labor saver, too! 
— See these PLUS features: 


Automatic Control Saves Operator Time 
Set the timer and forget it. Drying and reclaim- 
ing cycle automatically completed, machine 
shut off, and operator notified. Permits faster 
rescheduling. 


Lint Trap Cleaned in 45 Seconds 
Keeps your Solvo-Miser clean—a must for fast, 
efficient reclamation and low maintenance. 


Condenser Coil Cleaned Without Removal 

‘ ; Rarely needs cleaning because convenience 

} and speed of Lint Trap makes operation almost 
lint-free. 


Ask our distributor in your territory. 


*Statement by nationally prominent executive in cleaning industry (name on request). 


SUPER FAST 
| 

HOYT MANUFACTURING CORPORATION * WESTPORT, MASSACHUSETTS 
28 NATIONAL CLEANER & DYER 


the ~S@PER-CAARGE 21 avi cuance soaps: 
RESULTS witn cuarcit ans AMAZING 

~if FAST ACTING 

“ELIMINATES DISTILLATION TROUBLE 

~AFFORDS EXCELLENT SOIL REMOVAL 

~GREATLY REDUCES SPOTTING AND WET CLEANING. 

NOT IN SPOTTING 

~DOES NOT CAUSE FILTER PRESSURE 

~LEAVES NO ODOR-tS ECONOMICAL 


SEE YOUR NU-PRO JOBBER — FIELD MEN WILL DEMONSTRATE 


nu RO MFG {0 
a Sa 


2918 WASHINGTON AVENUE «+ ST. LOUIS 3, MO. 


July, 1954 
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metal-lined chute in marking table 


Space limitation often requires that 
drycleaning, spotting and wetcleaning 
operations be handled on a separate 
floor, usually the basement. This is the 
situation at Miller Cleaners-Dyers, 
White Plains, New York, owned and 
operated by Max Blatman. The 
plant's solution to the problem of effi 
cient up-and-down garment traffic is 
not extraordinary, but it does do the 
job simply and effectively. The plant 
is handling $3,000 and 
$4,000 weekly 


between 


SPEEDY TRIP to basement drycleaning room is given to clothes as markers drop them through 


Miller's marking setup on the main 
floor consists of a large table affair set 
against a wall. There is enough room 
around three sides of the table for 
four markers to work at once, if the 
work gets piled up. A square hole in 
the center of the table opens into a 
metal chute leading to the cleaning 
room below. The markers tag the 
pieces, shove them to the center of 
the table, and down they go. 

A door closes off the bottom of the 
chute. When the cleaner needs gar- 


Stringing Belts on Hanger Prevents Loss 


Lost or misplaced belts are a thing 
of the past at Marshall Steel Co., Oak 
Marshall Steel, Jr., 
credits Prosperity Service Stores, As 
toria, New York, as the originator of 
this simple canvas-and-string hanger. 


land, California 


The device consists of an ordinary 


wire hanger with a canvas shield, and 


a series of string loops sewed in along 
the bottom hem. This particular 
hanger has 22 loops. 

The Steel store girls, who do their 
own marking, attach belts to the 
string loops as soon as the belts are 
tagged. The hanger is marked with 
the outlet number. The belts and 
hanger travel together throughout the 
plant, the belts are cleaned as they 
dangle from the strings, and the 
whole business is sent back to the 
store intact. The store girls take the 
belts off when they assemble their 
orders. 

It took us, we're embarrassed to say, 
about 15 minutes to figure out how 
to loop and unloop the belts from 
the strings. Sufficient to say that it’s 
very easy once you get the knack. The 
end of the loop is pulled through the 
belt buckle, then the loose end of the 
belt is brought up and pulled through 
the smaller loop thus formed. 


ments, he opens the door and the 
clothes fall into a hamper. The mark- 
ers upstairs segregate whites, sweaters, 
knits, specials and same-day orders 
before sending them down. All fur- 
ther classification is handled by the 
drycleaner. 

A dumbwaiter adjoining the chute 
is used for sending the cleaned and 
spotted work back upstairs to the 
finishing department. 


Efficient Dryroom 


LARGE DRYROOM replaces conventional cab- 
inet at Charles L. Walker, Indianapolis. Well 
over 100 wools may be processed at once. 
Slickrail from drycleaning department loops 
through room making it easy to move gar- 
ments in and out 


Caster-Mounted Desk 


SUPERVISOR'S DESK in finishing department 
of Virginia Cleaners, Berkeley, Calif., is 
mounted on casters for easy moving. Ray 
Mathis, who operates the business with his 
brother, Herman, mans the desk 
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IMMEDIATE ACCEPTANCE by the trade has greeted 
Stauffer's production of Perchlorethylene at its new plant 


in Louisville, Ky. Drycleaners now using the product of 
this modern plant are realizing the benefits of extensive 
preliminary research work to develop the finest possible 
perchlorethylene. 

RIGID SPECIFICATIONS of testing laboratories and 
consumers are easily met by Stauffer's ‘‘Perc’’—and it is 
stabilized for use under the most severe operating con- 


ditions. 
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YOU WILL BE PLEASED with Stauffer's Dry Cleaners’ 
Grade Perchlorethylene—but you will also appreciate 
the modern drums it is packed in. They are rust-proofed 
inside and out and have 3 bungs to allow for maximum 
convenience in handling. Stauffer Chemical Company, 
380 Madison Avenue, New York 17, N. Y. © Chicago 
® San Francisco ® Los Angeles, and other consuming 


centers. 
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FOR THE PLANTOWNER 
AND EXECUTIVE WHO 
WANTS TO KNOW: 


which of his operations are the most profitable? @ which 
the least profitable? @ where he’s losing money? what 
to do about it? @ how to determine if he can make a 
profit with a new service? @ how to plan a budget for a 
new service? a new outlet? @if his prices make sense 
profit-wise? customer-wise? ®@ where and when to prune 
costs and expenses? @ how to set up the basic records 


required to answer these and other vital questions? 


THE September 1954 


The September 1954 Guidebook of the Laundry Industry will contain a 
simplified, easy-to-understand description of the accounting proce- 
dures and methods required to successfully manage the modern laun- 
dry, large or small. It will include illustrations of record forms and tell 
how to use them as regular controls to assure greater laundry profits. 
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Many laundryowners today fail te reclize the full profit 
possibilities of their business, or, even worse, foce serious 
financial losses because: 


1. They do not onalyze their costs. 


2. They do not know where their profits come from 
—or where losses octur. 


3. They do not operate on o budget. 


The Guide to Laundry Accounting is written to help them. # 
is not an accounting textbook, but is hosed on occounting 
principles, simply exploined, to bring out the practical aspects 
of financial management. Emphasis is placed throughout on 
the proper onalysis of financial information availiable to the 
lavndryowner, large or small, through simple record keeping. 
it endeavers fo show how profits can be increased, losses 
reduced, ond how the jaundryowner can keep out of financial 
difficulties. 


The chapter on budgets tells how fo set up co workable 


budget, but more important, shows the odvaniages ef 


operating under o budget, The same approach ic mode to 
oli the subjects discussed, praviding answers to the questions: 


3, does thie moan?” 
2. “Wheat good will 8 de me?" 


Every effort has been made to keep the text simple ond 
offer easy-te-understand descriptions of the technico!l terms 
which of necessity hove to be used. In this way it can be of 
the greetes! use fo the greates? number of reader:. 


James 4. 
EDITOR 


Russ Suiiding, Sam Francisca 4, Calif. 
505 5. Alandele Les Angeles 36, Col). 


INCLUDES: 


EDITORIAL FEATURE SECTION: 


A Guide to Simplified Laundry 
Accounting 


OPERATING GUIDE: 


Charts, graphs and tabulated in- 
formation covering all phases of 
laundry plant operation and pro- 
duction. Basic textbook informa- 
tion in a handy reference form, 
useful day-in, day-out to all plant 
executives. 


THE LAUNDRY INDUSTRY'S 
STANDARD BUYERS' GUIDE: 


Classified directory, listing in a sin- 
gle section all kinds of laundry 
equipment and supplies and man- 
ufacturers of these products; ar- 
ranged for easiest reference and 
quick and sure finding of buying 
information. 


Trade name directory, listing trade 
names and manufacturers of equip- 
ment and supplies used by the 
laundry industry. 


Manufacturers’ directory, providing 
an alphabetical list of manufac- 
turers and their home office ad- 
dresses. 


Local buyers’ guide, a geographical 
directory providing complete in- 
formation on addresses of manu- 
facturers’ branch offices, distribu- 
tors and jobbers. 


Detailed buying information sup- 
plied in display advertising of 
leading manufacturers and sales 
organizations; by informational 
ads throughout the Classified and 
Geographical Directory Sections. 


A.l.L. CONVENTION GUIDE: 


Full details of program and exhibit 
plans for annual convention of 
American Institute of Laundering, 
to be held in Atlanta, Georgia, 
October 14-17. 
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USE New FILT-R-FAST 


THE BAG TELLS WHY 
it’s YOUR BEST BUY 


KILN-FLUXED WITH SODA ASH for surface slickness 
means speedy flows at any soap 


FITFTR: 


CYCLONE CLEANED for uniform A FILTER POWDER 


imum of “fines” means Aller plugging, lower pressure, 


longer useful life. er oe DRY CLEANING GRADE 


SNOW-WHITE AND SPONGYnieans clean solve 
with low soap loss .. . in batch or GiggEESystTem Operation. 


NEW 


ABOUT TIME-TESTED MAGNESOL 


1. With 4% charge, use Magnesol exclusively on your 
rinse filter to keep rinse solvent sweet and clear, as soap- 
makers recommend. 


2. With 1% charge or batch system, add a little Magnesol 
with every load to prevent the build-up of Fatty Acid 
brought in by each new load of clothes. 


3. With any system . . . purge every once in a while to 
bring Jown the foul gooey sludge, acidic muck and other 
contaminants. When odor, or other trouble threatens — 
play it sofe—purge your system promptly! 


WestTVACO CHEMICAL DivISION 
SALES AGENT FOR f//] 
WESTVACO CHLOR-ALKALI! DiviSton 
FOOD MACHINERY AND CHEMICAL CORPORATION 


GENERAL OFFICES + 161 EAST 42nd STREET, NEW YORK 17 
CHICAGO CONCINNATE DENVER COLO «+ LOS ANGELES, CALIF NEWARK, CALIF. + PHILADELPHIA, PA + PITTSBURGH PA + ST LOUIS MO 
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* VANCOUVER, WASH 
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for QUICK-SERVICE QUALITY CLEANING, with... 


SYNTHETIC CLEANING UNIT 
EQUIPPED WITH 


DUAL BUTTON TRAP 


FOR SIMPLE, ECONOMICAL 
TWO - BATH OPERATION 


e FULLY ENCLOSED 
e FULL RECOVERY 


ILLUSTRATED 
LITERATURE 


and PRICE 
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EDITORIAL 


Who's Responsible? 


Complete customer satisfaction on each and every 
order is an ideal that the cleaning industry (and every 
other business dealing with the public) will never 
attain. As long as human judgment, and therefore 
human mistakes, are a factor in drycleaning, there will 
be complaints and claims. 

Mr. Floyd N. Avery whose letter appears on the 
“Letters to the Editor” page of this issue ~~ proposed 
a solution to this problem. 

He suggests that a guaranteed service be offered for, 
say, ten cents extra per garment. A sign prominently 
displayed would inform customers that although nor- 
mal drycleaning does involve an element of risk, satis- 
faction can be guaranteed by a special service in 
which a plant expert will inspect the garments and tell 
the customers exactly what can be expected. If there 
is some question of the garment’s serviceability, cus- 
tomers would be urged to use the regular service and 
take their chances, as it were. 

The advantages of such a service, he believes, would 
be these: 

Precedents for the service have already been estab- 
lished in the extra charges some cleaners tack on for 
insurance, delivery, deluxe cleaning, etc. 

Customers who reject the special service would be 
forewarned of the possibility of a less-than-perfect 
job, so could not hold the cleaner responsible. 

Trouble from unserviceable garments and chroni- 
cally complaining customers would be screened out. 

It would tend to regulate unscrupulous cleaners. 

Although Mr, Avery's idea has a good deal of merit 
and is obviously the result of a lot of careful thought, 
we can't go along with him. It seems to us that his 
offer of guaranteed service is a deprecation of his reg- 
ular service. He is telling his customers that he can't 
assure satisfaction without an extra charge. He is 
accenting the negative aspects of drycleaning, is al- 
most asking the public to expect trouble. 

If he returns a damaged garment handled in the 
regular service, the customer is almost bound to con- 
clude that (1) the plant’s regular service is no good 
and (2) that the management considers her a skinflint 
for not having paid extra to get a satisfactory job. If a 
regular service claim were fully satisfied, the customer 
would rightfully assume that the guaranteed service 
is for suckers only. She would almost inevitably be 
dissatisfied. It is very doubtful, too, whether the offer 
of a guaranteed service does completely absolve a 
cleaner of bailee responsibility for his non-guaranteed 
service, 

Say a garment is damaged on the guaranteed serv- 
ice. The plant, naturally, is obligated to make a full, 
prompt, and satisfactory settlement. But the customer 
is still only getting what she should receive from any 
good plant's regular service. 

As we see it, claims are a business expense, just as 
supplies are. The National Institute of Drycleaning 
cost figures for 1953 list the national claim adjustment 
average at 0.37 percent. If a cleaner wants to worry 
about his costs, could wrinkle his brow far more 
productively by concentrating on the 34.45 percent 
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item listed in the report for productive labor and out- 
side work. A quarter of one percent reduction in 
claims cost is certainly peanuts compared with the 
nine or 10 percent that could be knocked off the aver- 
age plant's productive labor. 

This is not to say that cleaner responsibility is an 
insignificant matter to be taken lightly. Although 
claims are not a major cost item, they are a source of 
aggravation to cleaners, and insofar as they are inti- 
mately related to customer satisfaction and goodwill 
they are very important. 

We'd like to suggest a more positive approach. In 
another letter, not published, Mr. Avery said that the 
public is frequently disappointed because industry 
standards as proclaimed in advertisements are con- 
siderably higher than the performance cleaners are 
able to deliver. “If the standards of the industry are set 
so high that few can meet them, the entire industry 
gets into disrepute.” 

From where we sit, a cleaner’s standards should be 
the goal of his performance. Of course he can’t always 
meet his ect ono but he can try. Advertisements 
shouldn't make claims that can’t be delivered, but this 
doesn't rule out high standards. 

In an average size plant there are three points at 
which trouble from unserviceable garments can be 
averted. The first is the counter girl or routeman; the 
second is the marker, and the third is the drycleaner. 
If these people, especially the counter and route per- 
sonnel, ia be trained to spot unserviceables, much 
of the problem would be solved. 

How many cleaners are conscientiously trying to 
train their salespeople? Members of the Ohio State 
Association of Cleaners & Dyers are indeed fortunate 
in that their group is taking strong, positive action on 
the training problem. It is in the process of preparing 
a training guide for counter girls and routemen, and 
the manual will be published in the fall. It will include 
not only printed instructions and suggestions, but also 
swatches showing damaged and undamaged unserv- 
iceables. If a customer never heard of gas fading, the 
counter girl or routeman will be able to show her be- 
fore-and-after samples. 

The Ohio State project warrants our warmest con- 
gratulations and pe ty we feel, the best means of con- 
trolling a problem that will always be with us. 


Edward B. Wintersteen, general manager of 
NaTIONAL CLEANER & Dyer and its sister publi- 
cation, Starchroom Laundry Journal, has been 
elected to the board of directors of Associated 
Business Publications, an organization of lead- 
ing publishers and executives of paid-circulation 
business publications. 

As one of three new directors, Ned Winter- 
steen joins the main governing body of this 
group. The purpose of the group's members, 
strongly supported by Nationa and Starch- 
room, is to endeavor continually to increase their 
services to readers and their effectiveness to ad- 
vertisers. 
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BISHOP 


COMBINED BAGGER, 
INVOICE DESK AND 
BAG STORAGE RACK 


SAVES TIME... 
SAVES SPACE... 
SAVES MONEY... 


Speeds Delivery 
to Customers 


BISHOP'S NEW 
SENSATIONAL 
SELF-ACTUATING 
RAPID-ACTION 
BAGGING ROD 
CLAMP... 


PROVED 


FOR POSITIVE HOLD 
AND INSTANT RELEASE 


“The heavier the load, the tighter it grips.” Bagging 
Rod (1) is engaged by “jaws” of three-piece clamp 
(5) with gripping power equal to “chuck” used on 
metal-working lothes. A ball bearing (6) in each 
“jaw” contacts slanting inner side of locking ‘rim (7) 
under pressure from spring (3) and equallizing washer 
(4) to create rigid grasp on bagging rod. Slight 
upword push on release ring (9) attached to tripping 
rod (10) operated by foot pedal, separates “jaws” 
and allows rod to drop. The “Griptite”—contained 
in cap (2) of bagging stand and held in place by 
retaining ring (8)—is an exclusive BISHOP feature. 


LET THE SAVINGS PAY THE COST 


PAT. APP. FOR 


Bags MORE 
Garments FASTER 
with walking... 

reaching... 
lifting! 


N RESERVE STORAGE 
GARMENT BAGS 


Every aid + 
right at o, 
complete unit, 
82”. Desk, 24” 
rod extends to 
Occupies floor 


© fast, efficient 
pera 


x 37” 


No. 830. 2 
© 1951, G.H.8. Co. $8 00 


Cc. BIs HOP fo MANUFACTURERS 
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EVANSTON, ILL. SINCE 1893 


Onder FROM YOUR SUPPLIER 
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Quick Look SWIFT 


By HENRY MOZDZER 


NEWSPAPER ADVERTISING | is 
rarely indulged in by Swift Cleaning 
& Laundry Ine. of Cleveland, Ohio 
But recently it ran four full pages be 
cause it really had something to crow 
about. The ads announced the grand 
opening of the company’s newly com 
pleted call office believed to be the 
largest in the nation. The accompany- 
ing photographs take the reader on a 
quick opening-day plant tour, 
Swift's success story is a remark 
Starting as a small tailor 
shop in 1918, the firm has since 


able one 


grown to a 55-store chain operation 
which last vear grossed over 1% mil- 
lion dollars 

Among the factors contributing to 
Swift's success are: (a) quick service, 
(b) a variety of sidelines, (ce) conven 


ient location in major shopping areas, 
and (d) popular prices made possible 
by the adoption of mass-production 
techniques. Certainly, the role played 
by a strong and aggressive manage- 
ment cannot be underestimated, 

Morris Friedman opened up a 
small shop specializing in tailoring in 
1918. Six years later he added dry- 
cleaning to service the retail trade 
and other small tailor shops on a 
wholesale basis. 

Edward Friedman joined his father 
in the business after leaving Western 
Reserve during the de- 
pression in 1932. He assumed the 
managership of the company in 1936 
and under his leadership it continues 
to prosper. 


University 


The first retail store was opened 


PANORAMIC SWEEP of store, offices and plant shows progress made in less than 10 yeors 
from remodeled garage in 1945 to present modern arrangement. Equipment, buildings and 
real estate represent investment of more than half a million dollars. Plant occupies some 
40,000 square feet of floor space, employs 225 persons. Off-the-street parking area can easily 


accommodate more than 75 cars 


SHIRT DEPARTMENT produces 30,000 shirts per week. Each of five 4-girl units shown here 
produces about 1,000 shirts per doy. Swift first entered shirt laundering field in 1947; last 
year did total of 1,500,000 shirts. Price to customer is 17 cents a shirt; only 14 cents if it 
is included in family bundle. Swift offers complete laundry service 
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in 1940; shirt service was inaugurated 
in 1947 and eventually the company 
began offering a complete laundry 
service. In 1945 the plant was moved 
to its present site on busy Euclid Ave- 
nue and housed in a _ remodeled 
garage. 

What's the next step? Well, that 
isn't certain. But Swift has no inten- 
tion of increasing its chain of stores 
beyond the 55 mark. The current 
policy is to drop the lowest ranking 
stores from time to time and replace 
them with others in newer, and it is 
hoped, more fertile locations. Swift 
has been known to move a store from 
one side of the street to the other to 
gain a corner location and the wisdom 
of such tactics has been borne out by 
performance records. # # 


FIVE TONS of garments are processed each 
day by drycleaning department. To handle 
this load plant uses eight 42-by-64-inch 
washwheels, four 48-inch extractors and this 
row of 10 tumblers operating from 8 a.m. 
to 4:30 p.m. Work flows in general pattern 
from back of plant to front; is speeded on 
way by elaborate conveyor system. Dryclean- 
ing brings in 70 percent of sales dollar 
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ARTFULLY APPOINTED INTERIOR of plant store has long counter divided into five sections, 
each with own scale, cash register and price lists; it is manned by eight attendants. Store 
is open 16 hours per day, six days a week to accommodate busy Clevelanders who work on 
three-shift schedule in local factories. Surprisingly enough, 60 percent of work coming into 


plant is brought in between 4 p.m. and midnight 


SHOE REPAIR SIDELINE occupies opposite end of pliant call office. Swift feels such extras attract 
new customers; most of its 55 stores have this service, usually on lease basis 
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NEW SWIFT STORE is styled along supermarket principles with many services under one roof; is believed to be largest of its kind in country. 
Outstanding features include deep overhanging roof along 92-foot front to protect drive-in customers from inclement weather; wall-sized win- 
dows; three sets of doors which open automatically as customers enter and leave. Old store was located in square building at right, brought in 
$5,000 a week and upwards in sales 


WIFT 


PRICE LISTS are displayed as striking black- 
and-white posters; serve as ready reference 
for all services. Because Swift works on mass- 
production basis it can operate on small 
profit margin and pass savings on to cus- 
tomer. Strict cash-and-carry policy also keeps 
price down. Swift claims to have biggest 
laundry volume in town; realizes 30 per- 
cent of its sales from this source 


SWIFT EXECUTIVES Edward D. Friedman 
(left), president and general manager, and 
Edwin R. Cole, vice-president and sales 
manager, at grand opening of new store 
in April 
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IDEAL DRIVE-IN 


Clean include corner location 


features at 


on two well-traveled streets, 
lots of porking space, attrac 
tively designed building, con- 
spicvous tign 


Showplace Pays Off Fast 


Clean's new facilities chop production costs, 


will double drive-in volume within a year 


THE DOUBLE HANDICAP of an 
antiquated plant and no proper drive-in 
facilities was an ulcer-making com 
bination for Emile Bouchet of The 
Clean Cleaners, Oakland, California, 
until about a year ago. The principal 
factor which had hamstrung any at- 
tempt to streamline his operation was 
the city’s plan to widen West Grand 
Avenue, the thoroughfare on which 
the plant is located. Widening would 


By PHIL GREENE 


involve moving the setback line, but 
just how far was anybody's guess. 
When the city fathers made up 
their minds, Mr. Bouchet bought an 
adjoining building, tore it down, and 
replaced it with a ‘completely new 
building to house his finishing depart- 
ment and call office. Then he tore 
down his old plant, with the exception 
of the cleaning room, paved more 
than 10,000 square feet of drive-in 


IN PANELED CALL OFFICE Owner Emile Bouchet mokes like a counter girl. Index file on back 
wall holds customer invoice copies. Slickrail leads to storage racks just behind back wall 
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area, and wound up with what has 
been accurately described as one of 
the showplaces of the West Coast. 
The complete plant itself occupies 
12,125 square feet. 

It is no secret that the union situa- 
tion makes it very difficult to run a 
route operation on the West Coast, 
especially in the San Francisco Bay 
area. Mr. Bouchet is frank to say that 
the addition of first-class drive-in fa- 
cilities has had an effect on his profits 
that no amount of additional routes 
could produce. His former drive-in 
volume was $900. In the few short 
months since completion of his new 
plant, drive-in sales have climbed to 
$1,500. In six more months he has 
every expectation of seeing them hit 
$2,000. His seven routes produce 
about $500 each for a total of $3,500. 


Modernization has had just as im- 
pressive an impact on production 
costs. Clean is a relatively high-priced, 
quality plant. Replacement of the 
former straight-line finishing with unit 
finishing, installation of a modern 
slickrail system, and split-rail assembly 
slashed its productive labor costs from 
40 to 32 percent, and lopped a 
monthly $1,200 off the payroll. In 
terms of personnel, here is how the 
finishing changes worked out: 
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In all the talk about charged systems, dry clean- 
ers often overlook the big plus that is available 
free to all Sanitone Licensees . . . special sea- 
sonal promotions. 


17% GAIN OVER 1952 


37% GAIN OVER 1952 


First 5 Months of 1953 


Two dry cleaners* evenly matched in ca- 
pacity, volume, size and nature of terri- 
tories became Sanitone Licensees at the 
same time, put on by the same Sanitone 
Engineer. They launched their introduc- 
tory advertising simultaneously. The 
charts tell the story. Both increased 
volume by 3).%. 


Only Plant A could use the Cotton Clinic 
..-Plant B was too close to capacity. 


SANITONE 


Next 3 Months of 1953 


Even so, Plant B continued up, gaining 
17% over ’52, But A, through the Cotton 
Clinic was 37% over ’52. 


It costs you nothing to investigate these 
PLUS features of the Sanitone Program 
that are actually free because Sanitone 
costs NO MORE than most charged 
systems, ofter than a _ super- 
charge used adequately. Write today 
for complete details. 


*Names and addresses on request. 


APPROVED 


DRY CLEANING SERVICE 


A Division of Emery Industries - Carew Tower, Cincinnati 2, Ohio 
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Left; COMPLETELY MODERN LAYOUT features unit finishing throughout. Here is a typical silk unit. Right: SPLIT-RAIL ASSEMBLY and new lot 


system shortens service by full day 

Formerly there were seven hand 
finishers, one knit girl two silk ma 
chine blockers, and five wool finishers 
for a total of 15. Now, with volume up 
$600 weekly, the finishing department 
includes four silk finishers, each 
equipped with a complete unit setup, 
one knit girl, four wool finishers, and 
one girl touching up wools, for a total 
of 10. The inspectors, by the way, are 
using cellophane tape—yellow for 
sewing repairs, blue for spots. Red 
tape they discovered, bleeds 

Formerly work was divided in 
finishing into men’s and women’s gar 
ments. Combining the two into a 
straight wool and silk bre akdown elim- 
inated one inspector. The improved 
speedrail system makes necessary only 
one inspector on the floor and one at 
mbly 

Admittedly, Cleans 32 percent pro 
ductive labor cost still leaves room for 


It should 


stantially as volume increases, as both 


improvement drop sub 
the present staff and the plant facili 
ties can handle quite a bit more work. 

rhe rail system, which shows up 


prominently in the photographs, is an 


excellent example of what is known 
as the “California rail.” Common in 
that state, it is rarely seen in the East. 
Its principal feature is a rigid grid 
superstructure to which the actual 
slickrails are hung. When it becomes 
necessary to change the slickrail ar- 
rangement, it is a simple matter to 
move them around without disturbing 
the hanging rods which suspend the 
superstructure from the ceiling. 
Clean's grid is laid out on 10-foot 
squares and consists of 14-inch tub- 
ing. There is one %%-inch ceiling sup- 
port rod every 10 feet. The slickrails 
l-inch steel tubing 
with electrically welded seams, and 
are hung 8 inches from the superstruc- 
5 feet. The 


themselves are 


ture by supports every 


rail system, including grid, rails, hang- 
cost $2 per foot. 
Including call racks, Clean has 1,900 
lineal feet of it. 

4 couple of other plant features 
that shouldn't be overlooked are the 


ers, switches, etc 


piping and condensate return system. 
All piping is laid beneath the floor in 
covered trenches. This has not only 
added greatly to the looks of the 


plant, but has simplified housekeep- 
ing. The return system cost $1,700 
and has already effected a marked 
fuel saving. 

Mr. Bouchet not only made a clean 
sweep of his plant, but straightened 
out his lot system at the same time. 
He switched from day lots to a 100- 
bundle lot system using eight different 
lot colors plus red for specials. Three 
lots, plus household and specials, pass 
through the plant in an average day. 

Among other benefits, the improve- 
ment in scheduling (in conjunction 
with the production changes) has 
chopped a full day off normal delivery. 
It's now Monday-Thursday, Tuesday- 
Saturday, instead of Monday-Friday. 
Most of the production and lot-system 
changes follow National Institute of 
Drycleaning recommendations. 

Now that the plant is clicking along, 
Mr. Bouchet is starting plans for a 
suburban package drive-in geared for 
$1,500 weekly. Then it shouldn’t be 
too long before he sets up a second 
package plant. There's no end to it, if 
only he can keep that ulcer under con- 
trol. # # 


CALIFORNIA RAIL system is 
shown in long view from front 
center. Wetcleaning depart- 
ment is at rear, cleaning room 
out of picture at rear right 
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MILTROL CONSOLE 


Here it is... THE MILTROL CONSOLE Flexible Sequence 
Timer that can be installed on all makes of washers. Furnished 
complete with air cylinders for operating drain and water 
inlet valves, various models are available for all different 
field situations. And... the MILTROL CONSOLE UNIT is avail- 
able at a price that will enable all laundry owners to have 
automatic washers. 


complete with every feature of the MILTROL 


Replaceable lifetime plastic formula 
chart may be removed and installed in 
a matter of seconds. Will not absorb 
moisture and short out. Full manual 
operation provided. Maximum flexi- 
bility provided during automatic oper- 
ation. Flick of manual switches enables 
operator to overrule formula chart, to 
ps sare all high or all low water levels, 
to cause washer motor to stop or run 
while draining at operator's cliscretion, 
to wash in hotter or colder water—all 


Control “holds” while filling and sig- 
nalling so no washing operation will be 
skipped even when low water pressure 
exists! High and low water levels con- 
trolled by two position float switch and 
levels easily adjusted in the field. The 
Miltrol signals with light and buzzer 
when supplies are required and at end 
of washing cycle. Operator need only 
add supplies. Washer motor shuts off 
each time the Miltrol signals to prevent 
unnecessary wear On garments. 


without changing formula chart. 


The Miltrol is also available for installations where water must be heated by steam. 


INSTALL MILNOR EQUIPMENT TODAY 


July, 1954 
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cocktail dress 
by 


Fira Beneson... 


cleaning 


by Dow-PER 


Fine garments come through 


cleaning cycles beautifully! 


Cleaners—and their customers, who learn 


fast, too—know that fine garments can be cleaned 
safely. With Dow-PER® you are assured better 
cleaning. The expensive dress illustrated was 
recently cleaned in a modern plant—at no increase 
above the standard unit cost. The proprietor 

states that his cleaning cycle, using Dow-PER 
stabilized perchloroethylene solvent, removed all 
traces of soluble soil . . . Dow-PER did the 

job effectively and economically, left no streaks or 


cloudy areas. 


Your Dow distributor contacts many operators 
who produce the same quality results. His 
knowledge of the dry cleaning industry, gained by 
long experience at the actual plant level, is 

at your disposal. Dow distributors can offer many 
aids—from free copies of Dow’s famous 
“Manual” series and other literature to problem- 
solving consultation from the Dow Technical 
Service Department. And best of all: he can give 
immediate delivery on Dow-PER, the 

solvent that cleans all garments better. 

THE DOW CHEMICAL COMPANY, Midland, Michigan. 


you can depend on 
DOW SOLVENTS 
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ARTHUR ACKERLEY REPORTS ON ‘DRIVER COMPEN-| MENS CLOTHING STORES IN CHICAGO AREA, 


SATION” AFTER TOUR OF UNITED STATES & CANADA. | SELLING SUITS IN $22.50 To *35 PRICE RANGE, 

MANY EARN 420 70°28 WEEK STRAIGHT SALARY... .. | EXPERIMENTING WITH “ONE YEAR FREE PRESSING ” 
SOME PLANTS CALL DRIVERS "ROUTE SALESMEN AND PAY ,| OFFER TO STIMULATE SUIT SALES. ../D&A ORIGH 
25% COMMISSION RESULTING IN */50 WEEK EARNINGS || BY MICHIGAN CLOTHIERe WHO TRIPLED HIS STORES 

CHICAGO AREA PAYS *4/ WEEK, PLUS 5Z OVER *250| VOLUME IN ONE YEAR... DANGEROUS TO CLEAN: 
OF VOLUME..... NEAR CHICAGO, EQUALLY GOOD MEN ARE | ING INDUSTI2Y /F IDEA SPREADS TO NATION WIDE 
PAID *2750 ON SAME BAS/S ....TEXAS CLEANERS PAY| CLOTHING STORE CHAINS... STORES CHARGE OFF 
'20 WEEK, PLUS /O% All OVER *200 WEEK VOLUME | COST To ADVERTISING, WHICH 1S SHOWN TO BE 
_....OTHERS IN SAME CITY PAY #20 WEEK, PLUS 10% | LESS COSTLY THAN BIG CITY NEWSPAPER RATES 
OF ALL OVER */00 WEEK VOLUME. FOR LESS RESULTS. 


) 


ULY 194 4 


FE TIMES ALLOTMENT 


PUBLIC THINKS OF DRY CLEANING AS 


ADJUNCT SERVICE OF LAUNORIES.. . . OF CARBON TET ‘Now AVAILABLE 
UMPED WITH LAUNDRY COMPLAINTS To DRYCLEANERS...NO TRICHLOR- 
BY IRATE HOUSEWIVES ON SERVICE ETHYLENE oR PERC; AS YET. 


—— 


PUBLIC OFFICIALS PREDICT EUROPEAN WAR 
TEND IN 1944. CLEANERS SEE POSTWAR 
LULL OF 6 MONTHS OR MORE, THEN BOOMTIMES 
UNTIL ORDERS FOR AUTOS, REFRIGERATORS, 
AND BATH TUBS ARE FILLED. 


| CLOSED ‘Ty 
AUGUST 


FOR EMPLOYE VACAYIONs 


70 SERVE You 77 TER, 
WE ARE AT THIS TIME 
JUST YOUR IMAGINATION LATEST 
WAY ALL You moder ERS 
FoR IT... 15 ABUSE...) 
. 
Lov 


tHE LITTLE SHOP AROUND THE CORNER" 


July, 1954 
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PLANT STORE CONTINUES to prosper as it enters forty-third year of business competition, thanks 
trade accounts for approximately three-quarters of plant's volume 


Should You Buy 
New Equipment Now? 


How one plant ignored recession talk 


and profited by making improvements 


By HENRY MOZDZER 


A MAJOR DECISION faced the man- 
agement of the New Britain Dry 
Cleaning Corp. of New Britain, Con- 
necticut, early this year. The Kloiber 
brothers, Woodrow and Edgar, had 
to decide whether this was an oppor- 
tune time to purchase new equipment 
or put it off until some later date. 
In mulling over this important ques 
tion the Kloibers were aware of the 
leveling-off trend of business through- 
out the nation and they had heard the 
economists pessimistic warning to 
“proceed with caution.” 
might be 
wise for some plants with old, worn- 


Furthermore, while it 


out equipment to go ahead with a 
change over they were not sure it was 
the best move for thei: plant. After 
all, their equipment—although con- 
ventional—was fairly new and had 
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been kept in topnotch condition. A 
change at this time might prove fool- 
hardy. 

On the other hand, the brothers 
were inclined to be optimistic about 
the future, for in spite of wars and 
depression the business founded by 
their father, Rudolph Kloiber, 42 years 
ago had flourished and continued to 
grow steadily year in and year out. 
Last year total sales had soared to the 
$300,000 mark. 

On analyzing the reasons for this 
success, the Kloibers felt that a good 
deal of it could be attributed to the 
company’s policy of persistently striv- 
ing to give the public better and bet- 
ter service. 

The charged system of drycleaning 
appeared to offer a superior way of 
processing garments. On closer investi- 


to progressive management. Cosh-and-carry 


gation, New Britain management felt 
that the strong, or 4 percent, charge 
with the two-bath method offered the 
best potentialities for improving the 
service still further. 

After weighing the pro’s and con’s 
and costs again they decided to go 
ahead with the change-over and 
thought enough of the prospects to be 
willing to invest more than $40,000 
in the revamping program. 

At first it was thought that the new 
equipment would simply replace that 
then in the cleaning room. But prac- 
tical considerations—such as a deep 
6-foot base required for the two 300- 
pound-capacity combination washer- 
extractors—made moving the depart- 
ment to the basement almost a neces- 
sity. 

Then, too, it was found more ex- 
pedient to sink new solvent-storage 
tanks, since the lines would be shorter 
and could be installed faster than if 
the old tanks had to be uncovered and 
tapped anew. 

But moving the department worked 
out best in the long run. The installa- 
tion (which took four months to com- 
plete) was made without upsetting 
the normal production schedule. And 
the change improved the general 
workflow of the plant since the new 
location in the basement made it possi- 
ble for route trucks to back up right 
to the cleaning room door for unload- 
ing. Previously the trucks were un- 
loaded at one end of the plant and the 
garments had to be transported to the 
cleaning room end by hamper. 

It was later decided to equip the 
two washer-extractors with a conduc- 
tivity control to simplify the problem 
of maintaining the proper moisture 
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For individual bundle 
service, bachelor bundles, 
diaper or linen service, 
large flat work, rugs, 
consolidated bundles — 
heavy or light—there's 

a Cissell Tumbler 


ready to serve you. 


SINGLE BASHEY TUMBLERS 


Twin 5 ih. ity 
20 36" « 30°-35 42” LAUNORY ONLY. Gas-Fired or 
100 jb. LAUNDRY —Gag-Fired of Steam. Steam-Hested, 


@ HEAVY, STURDY CONSTRUCTION for day-after-day pounding in commercial use . 
double walls for extra rigidity . . . for reducing heat losses. Modern cabinet design 
for side-by-side installation and easy-to-clean surfaces. Stream-lined for beauty and 
customer appeal. Users show them—never hide them. 


NO-SAG BASKET built to take the load. Eliminates auxiliary supports. 


@ DOUBLE WALLS (on Twin Tumbler) provide independent air flow for upper and 
lower basket. SLIOING DAMPER controls air flow for uniform drying. 


@ SIMPLE MAINTENANCE —any part replaced in less than 15 minutes . . . basket removed 
without disturbing drive or bearings. 


CISSELL GEAR REDUCER equipped with Timken Tapered Roller Bearings. Gears and 
bearings operate in a bath of oil. (Change oil only once a year.) QUIET, LONG-LIFE 
OPERATION. No chains or noisy moving parts. 


@ SEPARATE MOTORS FOR FAN AND BASKET provide continuous fan operation during load- 
ing and unloading. 


@ TIME & TEMPERATURE CONTROLS actually think for the operator .. . a “must” for gas- 
fired tumblers. (Automatic Pilot Lighter available.) 


@ EXTRA, LARGE, BUILT-IN LINT DRAWER makes lint collection simple . . . cleaning less 
frequent. 


@ REPLACEABLE AIR FILTERS—standard equipment on 42” x 42”, optional on 36” x 430” 
Tumblers. 


REVERSING OR NON-REVERSING BASKET on 42” x 42” or 46” x 40° Tumblers. 


INTERCHANGEABLE steam or gas-fired heating units permit conversion from one type 
to another at any time. 


POSITIVE 8-STAGE HEAT CONTROL (cold to hot) on single basket, .team-heated tumblers. f 


@ STATIC STEAM SPRAY (on Drycleaning Tumblers) requires no sewer connection. 
FUSED FIRE EXTINGUISHER, with explosion door release, injects steam into basket and 
lint drawer . . . stops motor. 


BUILT-IN STEEL BRUSHES clean gas burner in less than one minute without removing 
assembly. 


@ AUTOMATIC DOOR SWITCH .. . full-vision, heat-resisting glass in door . . . removable 
lint inspection plates . . . identification card clip . . . sturdy bumper rail . . . 
laundry bag holder . . . either white or pastel green baked enamel finish. 


W. M. CISSELL MFG. CO., INC 
Pacific Coast Office: 4823 W. Jefferson Bivd., Los 
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content within 


relative humidity) 
the system 

This new equipment replaced two 
90-pound and one 130-pound wash 
wheel and a 40-inch extractor which 
were sold to make additional produc 
tive space available in the plant 

While the initial expense of equip 
ment and installation may seem high, 
these are some of the major results 


already noted by management 


Productive Capacity: The productive 
capacity has been doubled providing 
greater latitude for expansion possi 
bilities. New Britain can go after the 
suburban trade without fear of over- 
Where all 
three previous cleaning units together 
310 pounds, the 
two new units have a combined ca- 


loading cleaning facilities 
could handle only 


pacity of 600 pounds 


Productive Time: The present volume 


ol garments ree eived can be processed 


in half the time formerly required. 
Where it used to take 50 to 55 hours 
to complete the weekly work load, the 
same load can now be done in five 
5-hour working days. 


Productive Labor: The change-over 
has released labor for other vital jobs 
in the plant. Generally speaking, two 
men can do the same amount of work 
that required three before. This holds 
true in the cleaning room and at least 
part of the credit is owing to the fact 
that it is no longer necessary to pull 
the load from the washer to be ex- 
tracted 

In the spotting room, thanks to the 
charged system, wool spotting alone 
has been decreased by some 65 or 70 
percent. Where there were formerly 
three full-time spotters only one wool 
and one silk spotter are now necessary. 


Productive Cost: Although no figures 
are as yet available it is obvious that 


A GARMENTS ARE DRIED in three steam- 
heated 100-pound tumblers, sent to spotting 
department one flight up by 5 hp. elevator 
with moximum 400-pound load. Distillation 
unit at right has 150-gallon-per-hour ca 
pacity 


PRIZE.WINNING BILLBOARD was cited as 
one of best of year by National Advertising 
Catalog. New BGritain's ad budget runs be 
tween 5 ond 6 percent of sales, goes for 
weekly newspaper ods, TY spots, direct-mail 
campoigns 
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NEW CLEANING ROOM in- 
cludes’ two 300-pound combi- 
nation washer-extractors oper- 
ating on two-both system with 
strong charge. New equipment 
has doubled capacity and 
made processing faster and 
more economical 


the elimination of overtime hours, the 
saving of labor and simplification of 
procedure have resulted in important 
savings. 

Is the New Britain plant over- 
equipped? While it may seem so at 
the moment management is confident 
and points to its shirt department. 

Shirt Expansion Paid 

The plant started processing shirts 
on its own three years ago, starting 
with two 2-girl shirt units and about 
1,000 shirts per week which had been 
previously farmed out. One unit was 
kept as a spare and at first it was 
feared the department might have 
been overequipped. But before the 
year was out, both units went into 
full-scale operation. And the volume 
has since increased fivefold with be- 
tween 4,000 and 5,000 shirts coming 
in each week. 

The New Britain Dry Cleaning 
Corporation's assets today consist of 
seven stores, three agencies, four regu- 
lar routes and one uniform route. A 
tie-in with a local laundry enables the 
firm to offer complete laundry service 
and in return it does the drycleaning 
for the laundry patrons. With all these 
sources, the plant estimates its share 
of the total cleaning volume available 
in the area to be around 70 percent. 

With confidence in the future, the 
company is already toying with the 
idea of modernizing its other depart- 
ments. The next step—to replace foot- 
operated finishing equipment with air- 
operated equipment. # # 
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* * The question is often asked “How 


is it possible to prevent the fabrics 
from absorbing more than their safe 
tolerance of moisture from the 4% 
solution?”’ Long study on micelle 
formation by STREEt’s research 
staff resulted in the selection of 
4% 886 with 3/10% water. The 
micelles formed by this solution 
reduce the vapor pressure of the 
water. This reduction in vapor 
pressure limits the amount of 
water that may be absorbed by 
the fabrics. The 3/10°, of filtered 
water retained in the 4°, 886 so- 
lution is available for removal of 
water-soluble soil, but it is not 
present during extracting and 
tumbling to cause wrinkling or 
shrinkage. 
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The only commercially practical means 

of maintaining an equilibrium between 

the moisture level in the charged solvent 
and the moisture level in the fabrics. 


This equilibrium insures... 


...@ moisture level of 3/10% in the 4% solution, uniform from 
load to load, and 

...@ uniform moisture level in fabrics when removed from the 
4% solution, equivalent to that which the same fabrics would 
absorb if hung in an air-conditioned room at 70 to 75% relative 


humidity.* 


PASS-UPS 


The 3/10‘, moisture level maintained in the 4°; solution removes 
water-soluble soil which was heretofore impervious to all safe methods 


of dry cleaning. This practically eliminates the need for a wet cleaning 
department. 


SAFETY 


If you were to condition garments in air at 70 to 75°;, relative humid- 
ity, and then dry clean them in solvent containing neither soap nor 
moisture, you would expect no wrinkling from subsequent extracting, 
or shrinkage from subsequent tumbling. Garments removed from 
solvent charged with 4°; 886 and 3/10°;, water are in identically 
the same condition when the process is controlled by SrrEEt’s Con- 
puctivity Unit. Never before has such uniform safety been provided.* 


561 W. Monroe St., Chicago 6,U.S.A 
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Common questions 


about Conductivity Control 


AS PRACTICED IN THE TWO-BATH METHOD 
WITH STREET’S CONDUCTIVITY CONTROL UNIT 


WATER RETAINED 
IN CHARGED SOLVENT 
Does water accumulate in the 4% 886 
solution? 


No. The “‘magic eye’’ calls for only enough water 
to maintain the original fixed charge of 3/10% 


water. The controls prevent the accumulation of 


additional water. This fixed charge of solubilized 
water provides unprecedented water soluble soil 
removal. 


#2 


Does the fixed charge of 3/10% filtered 
water in the 4% solution contribute 
to wrinkling of fabrics during extracting? 


No. With any process it is only the water which 
has been absorbed by the fabrics, and held by the 
fabrics during extracting, that influences the 
amount of wrinkling from extracting. The water 
left behind in the 4°; solution could not possibly 
influence extractor wrinkling through some mys- 
terious remote control 


3 

Does the fixed charge of 3/10% filtered 
water in the 4% solution contribute 

to shrinkage of fabrics during tumbling? 

No. Only the water held by the fabrics when en- 
tered for tumbling can contribute to shrinkage 
during tumbling. That water which is retained by 
the 4°; 
tumbler shrinkage than water held in a sewer or 
reservolr. 


solution can have no more influence on 


AND A 4% SOLUTION OF FORMULA 886 


WATER RETAINED 


IN CLEANED FABRICS 
44 


Q. if enough water is employed in the 


Conductivity Control Process to practically 
eliminate wet cleaning, how can it help but 
cause more wrinkling and shrinkage than 
conventional methods? 


Because the micelle formation in the 4°; 886 solu- 
tion reduces the vapor pressure of the solubilized 
water so that the fabrics can absorb no more than 
their safe moisture tolerance. This fixed water 
absorption provides unprecedented safety. 


£5 


How much water is removed from the 4% 
solution by the fabrics? 


Regardless of the widely varying amounts of water 
in fabrics prior to cleaning, there is a fixed amount 
of water in fabrics after cleaning with Conpuc- 
TIvity CONTROL. The fixed amount of water ab- 
sorbed by any given load of fabrics from a solu- 
tion containing 4°; 886 and 310°], water is equiv- 
alent to that which the same fabrics would absorb 
if hung in an air-conditioned room with relative 
humidity between 70 and 75°}. 


TEMPERATURES 
OF CHARGED SOLVENT 
46 


Does solvent temperature affect 
Conductivity Control? 


When the dial is set with solvent temperature of 
80° F. to maintain a fixed charge of 3/10°, water 
in the 4°), 886 solution, and a fixed water absorp- 
tion by fabrics corresponding to 70-75%, R.H., 
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substantially the same standards may be main- 
tained with varying solvent temperatures between 
70° F. and 90° F. Solvent temperatures outside of 
this relatively wide range call for a change in dial 
setting. 


#7 

Is solvent temperature control more 
necessary with Conductivity Control than 
with conventional methods? 


Regardless of what method is employed, solvent 
temperatures above 100° F. present a fire hazard 
with Stoddard Solvent, and with any solvent high 
temperatures contribute to excessive wrinkling as 
well as bleeding of fugitive dyes. Regardless of 
method, cold solvent reduces detergency and con- 
tributes to excessive filter pressure. Control of 
solvent temperature between 70° and 90° F. 
was recommended by all recognized authorities 
long before STREET’s invented CONDUCTIVITY 
CONTROL. 


TYPE AND CONCENTRATION 
OF DETERGENT 
8 


ls the detergent which imparts 
the highest conductivity the best for use 
with Two-Bath and Conductivity Control? 


Not necessarily. For example, STREET’s CyYCLo 
imparts far greater conductivity than FORMULA 
886, and yet Cycto fails to produce as consist- 
ently optimum results as 886 in the Two-Bath 
method. 


49 


Does a variance in concentration of 
detergent affect Conductivity Control? 


Not within reasonable limits. The CONDUCTIVITY 
CONTROL manual limits the variance between 
3.8°%, and 4.2°). However, exhaustive tests indi- 
cate that when the dial is set to maintain a fixed 
concentration of 3/10°7, water in a 4°}, solution of 
886, substantially the same water level may be 
maintained with detergent concentrations vary- 
ing between and 4!4°%. Detergent concen- 
trations outside of this range call for a change in 
dial setting. 


#10 


How much 886 is removed from the charged 
solvent by the fabrics? 


There is substantially no preferential absorption 
of the active ingredient in 886 by the fabrics 


R. R. STREET & CO., wwe. / 
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cleaned. If the test kit shows frequent loss in con- 
centration, check pipelines, valves and traps to 
prevent rinse solvent from diluting the 4°; solu- 
tion. 


ADJUSTMENTS FOR 
NO-RINSE PROCESS 


411 
is it possible to use the Conductivity 
Control Unit with the no-rinse process? 


Yes. Adjustments in the Solubridge controller per- 
mit use with lower concentrations of detergent. 
A change in design of the electrode assembly be- 
comes necessary when the conductivity value of 
the charged solvent is materially reduced. 


#12 
if the Conductivity Control Unit is 
adjusted for use with lower concentrations 


of detergent, will results equal those 
produced by the 4%? 


The controls will work with equal accuracy, but to 
operate with equal safety the charge of filtered 
water must be reduced. Used in a 1°/, solution the 
detergent may solubilize as much as 3/10‘; water, 
but unlike the 4°; solution, the 1°; will permit the 
fabrics to absorb more than their safe moisture 
tolerance when the 3,/10°;), water level is main- 
tained. 


CONTROL VS. 
NO CONTROL 
#13 
What are the principal advantages of 


Conductivity Control over the super charged 
system without control? 


Without Conpuctiviry CONTROL there is no com- 
mercially practical means of maintaining a fixed 
3/10°;) charge of filtered water in the 4°; solution, 
and it is this uniform charge of solubilized water 
that has provided the near elimination of wet 
cleaning. Of equal importance, there is no other 
commercially practical means of maintaining a 
fixed amount of water absorption by the fabrics. 
Following cleaning with Conpuctiviry CONTROL 
the fabrics are removed for extracting and tym- 
bling after having absorbed water equal to the 
amount which the same fabrics would absorb if 
hung in an air-conditioned room with relative 
humidity between 70 and 75°). This provides 
complete insurance against excessive wrinkling 
or shrinkage. 
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THE ROVL CLeaners 


Left; PLANT OCCUPIES this one-story building near center of village. Right: WELL-ORGANIZED workflow reduces waste motion. Cleaning unit is 


ovt of picture at rear right 


What Makes a Branch Plant Click? 


Royl's answer is careful planning and very low labor cost 


ANYONE PLANNING to 
second plant could do a lot worse 
than take 
throp Dadmun, who owns and op- 
erates the Royl Cleaners in 
field, Massachusetts 

Turners Falls is a village of 3,000 
Greenfield. 
had 
\ couple of years 
Dadmun decided to replace 


open a 
a few pointers from Win- 


Creen 


miles from 


other 


about three 
Royl 
stores in the 
ago Mr 


his store with a small plant, He pur- 


and two cleaners 


town 


a building in the middle of 
equipped it 


chased 
town and opened for 
business in March 1953. 

As of this writing, the plant is 
doing $750 weekly with three full-time 
employees and a_ high-school boy. 


lotal labor cost is 38 percent, When 


the spring and early-summer rush 
slackens off, volume will probably 
drop down to about $600 or a little 


better 
needed 


and the extra man will not be 

Total labor cost will run 38 
percent, based on past performance. 
lotal capacity of the plant, as pres 
ently equipped and at the present 
$1.35 price, is about $850. 

Any plant that can be operated 
at a total labor cost of 
worthy of 


38 percent is 
notice, as its profits are 
likely to be in the neighborhood of 30 
percent. 

This 


Dadmun 


gold 
modestly 


miniature mine (Win 
will protest the 
phrase) is equipped as follows 


52 


By PHIL GREENE 


| 30-pound synthetic cleaning unit 

1 silk unit consisting of an offset 
press and puffs 

2 utility presses 

| mushroom press 

| steam-air finisher 

1 tumbler for predrying 

1 15-hp. boiler 

1 spray spotting board 

| spotting board 

1 windwhip 

The usual wetcleaning equipment, 
including a small extractor 


The whole plant setup, including 
fixtures, cost about $25,000. Economy 
in labor is, of course the clue to the suc- 
cess of the operation, Ray Vanasse, his 
wife, and one other girl are the three 
permanent people. Ray runs the unit, 
spots, wetcleans and does some of the 
wool pressing. His wife does all the 
silk finishing, some of the wools and 
the sewing. The other girl handles the 
counter, marks and The 
temporary high-school boy does a lit- 
tle of everything. 


assembles. 


The -building has a full basement 
which houses the wetcleaning depart- 
ment and a system of tanks made of 
used perc drums. The remaining 
space is used for storage. Many of the 
supplies for the Greenfield plant are 
kept here. 

Workflow is simple. the 
counter it moves straight to the unit 


at the back. The spotting boards are 
adjacent. Then it’s straight along the 
presses up to the front where assem- 
bly and the call racks are logically 
located. There are no routes. Shirts 
are accepted and sent to the Green- 
field plant for processing. 

The basement tank arrangement re- 
ferred to above is unique. There are 
three drums, one for new solvent, 
one for distilled solvent and one for 
sizing. The new-solvent drum is sus- 
pended from the ceiling rafters by 
heavy iron straps and is connected at 
its top to a hose connected in the floor 
above. When more new solvent is 
needed, a fresh drum on the main 
floor is tapped. 

All three drums are hooked up to 
the cleaning unit by means of a three- 
way valve and pump, the controls of 
which are located at the unit. 

In summing up the reason for this 
small plant’s success, two stand out: 

1. Mr. Dadmun correctly assessed 
his market. Because he had first op- 
erated a store in the village, he knew 
how much volume he could plan on. 
The store had already established 
Royl’s reputation for quality. The 
plant did not have to start from 
scratch. 

2. The plant was designed for op- 
eration with a minimum work force. 
Three good people can turn out a 
comfortable little volume at an ideal 
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INEXPENSIVE STORAGE-TANK system was made of used perc drums. Drum at upper right 
holds new solvent. Pair of drums beside extractor contain distilled solvent and dry sizing 


total labor percentage, The only extra 
help needed during seasons can be 
supplied by a high-school boy. The 
plant is SO equipped that each em 
ployee can use his or her time most 
efficiently 


Progress at Royl's Main Plant 

Developments at Royl’s main plant 
were last reported on in the Novem- 
ber 1950 issue of this magazine. At 


that time the plant was brand-new 
and Win Dadmun had geared it for a 
$2,500. Now average 
$3.000 to 
Peak weeks are run- 


volume of 
weekly volume has hit 
$3,500 weekly 

ning over $5,000 


This increase in volume above the 
original estimated « apacity has been 
handled without building an addition 


to the plant. Equipment has been 


squeezed together wherever possible, 
and every effort has been made to 
keep the equipment modern. 

For example, along one 40-foot 
stretch of wall there used to be five 
utility presses and a suit-coat finisher. 
Now, by lining the presses up in a 
zigzag fashion instead of end to end, 
the same 40 feet contain six presses, 
the coat form and a steam-air finisher. 
This extra equipment has been in- 
stalled at the expense of a little aisle 
space, but the rearrangement has 
worked out very well. 

Air presses have replaced manual 
presses in the wool finishing depart- 
ment. With manual presses the 
trouser unit turned out 30 pairs per 
hour. Now, with air presses, produc- 
tion hits 45 per hour. This speedup, 
Mr. Dadmun insists, has not been at 
the expense of quality. Trouser op- 
erators are still making six lays on 
the topper and six on the legs. 

The shirt department has shown 
the most remarkable transformation. 
For quite a while Royl operated with 
a two-girl unit at the main plant and 
a second two-girl unit in the Turners 
Falls store. Then the main plant unit 
was converted to three-girl operation 
and the store unit was discontinued. 
A short time later a new two-girl unit 
was installed in the main plant to re- 
place the three-girl. 

With the new unit, two girls are 
turning out between 100 and 110 
shirts per operator hour. This pro- 
duction is no estimate; it is the actual 
count. The two girls are now produc- 
ing what four girls produced a year 
before the new unit was purchased. 
The unit consists of a yoker, triple- 
head, cabinet’ slever, cabinet bosom 
press and folding table. # # 


TWO GIRLS with new shirt unit 
produce 100 to 110 shirts per 
hour. Shirts move clockwise 
through unit, beginning with 
cabinet sleever at left. Tall 
machine at right is cabinet 
bosom press 
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After asyear on Conductivity Contre} 


Mr. Bernstein reports: 
color brightness, 

removal of water-soluble stains, 
no linting or wrinkling...” 


9.39804 ‘ ‘ 42910 


March 


eago 6, Ill. 


It has been one year since we installed our 200% 
Washex machine At the same time we elso started using 
Ww iductivity control. 


We are now able to give a true picture of this in- 
ctallation as at that time we went 911 out in transform 
ing our dry cleaning room from synthetic solvents, fres 
soap to each batch, to petroleum solvents using Formula 
&6 in the two bath method. 


These sre the results we have seen? 
le Labor; elimination of 1-1/2 men in our combin- 


ation drycleaning, wetcleaning end spotting departments. 


oduction; incressed production due to 
low downs in not being able 


Quality; color brightness, re- 
moval of water soluble stains, no linting or wrinkling 
problem, enabdle is to meintein our twenty seven years 

‘ 


ué 
isfact 


of customer sa ion. 

4, Floor Space; elimination of wet cleaning 
department except for the bare essentials allowed us to 
grab 10% more ares very badly needed in the production 


depart: 


ent. 


Many thanks to you and Ray Schwenk for your time ar 


effort in getting us started and ironing out our problems 
in meking this chenge over, 


Sincerely 


WASHER-ERTRACTOR WASHEX 
maintainsa | 
water cein 
the cleaned fabrics. 
water-soluble soil 2. 
maximum safety. ' 
yours, 
Bernard M. Bernstein 
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NEW BUILDING of Spic & Span in Boonville, Missouri, is two cor lengths back from busy main highway, with ample porking facilities. Left part 
of building goes back 50 feet, is made up of five offices rented to small business concerns. Car port at right joins to boiler and supply rooms, 
has side entrance to plant to load and unload rovte truck 


Spic & Span Is Even More So 


Here are lots of details on a unique 


modernization and expansion program 


THE TWENTIETH YEAR of opera- 
tion of Spic & Span Cleaners in Boon 
ville, Missouri, was recently celebrated 
with an open house, marking also the 
completion of a big modernization 
Owners Bud and Bertha 
Fuser were hosts to over 500 adults 
of the town's 6,700 population. 

Bud Fuser started with Spice & Span 
as a routeman 18 years ago when the 


program 


business was in its second year of op 
eration, and later bought out the 
owner. The old plant was L-shaped, 
with a building about 20 by 40 feet 
housing the cleaning room and the 
finishing department parallel to the 
back of the lot. Adjacent was a 25-by 
35-foot building extending to within 
about 40 feet of the front walk. This 
old frame building also contained the 
boiler room, which meant boiler in 
surance rates on every inch of the 
plant 

All that’s left of the old plant is the 
comparatively modern 20-by-40-foot 
building housing the cleaning room 
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By LOU BELLEW 


and finishing department. The end 
walls of this building have been ex- 
tended up to within about 20 feet of 
the street. A modern front has been 
installed, all glass except for a brick 
sign panel sporting the name of the 
plant in stainless-steel letters. 

The new addition is 56% feet long 


and close to 45 feet wide, giving the 
cleaning plant itself a 25-foot front- 
age. The remainder of the structure, 
back to the old building, is given over 
to five separate office spaces rented to 
small local businesses. Rental income 
from the five offices will pay the en- 
tire cost of the new building venture 


PROUD OWNERS Bud and Bertha Fuser at birch-veneer counter. Partitions of green corrugoted 
plastic hide finished garments and private office. Marking is done behind low partition at right 
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®@ The 3/10°;, of filtered water retained in the 
4% solution of 886 removes more water- 
soluble soil than ever before possible. 


@ The 4°%, solution of 886 permits the fabrics 


to absorb no more water than if hung in 
atmosphere with 70 to 75% relative humid- 
ity. Result: no wrinkling, no shrinkage. 


@ The Conpouctiviry Controi automat- 
ically replaces the water removed by the 
fabrics, so that the charged solvent maintains 
its original 3/10°;, of filtered water. 


“The garments are fresher 
and cleaner, the colors are 
brighter, and shrinkage 

complaints are almost nil.” 


561 W. Monroe St, Chicago 6,U S.A 
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MARKING TABLE with handy 
hampers for incoming work 
gives morker good view of 
counter. Mirror on solid panel 
in background is 4 feet square; 
behind the mirror is brick pane! 
which carries plant name on 
exterior, View here is toward 
street entrance 


within 15 years, as well as provide 


room for plant expansion it need 


arises 

The changes were made without 
simply by 
erecting the new building around the 


losing a day's production 


old structure, then tearing out the old 
walls and roof. There are no support 
ing posts in the new addition; 2-by-12 
ceiling rafters on 12-inch centers sup 
port the flat 
tarpaper and gravel. Outside walls are 
13 inches thick, of 8-inch Haydite 
block and smooth-faced buff brick, 


“20-year bonded” roof of 


and there is a firewall between the 
rental offices and the cleaning plant. 
The Haydite block, especially good 
for insulation purposes, weighs 27 
pounds per block, as against 47 pounds 
for concrete blocks ot the Same size. 
The 9-foot ceiling, plaster on metal 
ath, is white, with texture-finished 
plaster in light green for the walls, the 
color added to the plaster. 

The ceiling and walls are insulated 
with a highly efficient type of alumi- 
num material which fits between the 
rafters like conventional rockwool bats, 


NINE-FOOT CEILING in one-story plant affords balcony-like storage space in finishing de- 
partment for most needed supplies 
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and has the same insulating value, but 
weighs only 50 pounds per thousand 
feet. This material consists of three 
layers of aluminum held apart by ac- 
cordion-pleated layers of coarse paper 
to form two dead-air spaces. 


A small boiler room and supply 
room alongside the main building has 
cut in half the previous fire insurance 
rate. A carport near the front of the 
building serves as protection during 
loading of the one route truck. 

In the call office the woodwork is 
all in natural birch veneer, with green 
plastic corrugated partitions for the 
office and to hide the ready racks be- 
hind the counter. The floor is of green 
and brown tile. The windows of the 
call office, which faces the south, are 
all of green-tinted glass to cut down 
the glare of the summer sun. 


Located in the heart of a rich farm 
area, the plant gets a good deal of 
work from the farmers, with nearly a 
third of its volume coming from 
smaller towns to the west. Sitting at 
the western edge of Boonville, on the 
main highway, Spic & Span is right 
on the route for these people coming 
into town. Two-thirds of the business 
is cash-and-carry, with no discount. 

Advertising consists of a once-a- 
week (every Monday) newspaper ad 
of 10 column inches, once-a-month 
theater ad, and a daily radio half- 
minute spot announcement following 
the 9:30 a. m. “Welcome Wagon” 
program. 

According to Bud Fuser, the re- 
vamping of Spic & Span has made it 
the most modern and up-to-date clean- 
ing plant in central Missouri. Even if 
nothing more is ever accomplished, 
the Fusers insist the “shot-in-the-arm” 
effect on the public, the boost to the 
morale of their employees and them- 
selves, will have made the move well 
worth while. # # 
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only HOFFMAN 


open pocket automaticalhy 


The way this fast-action, easy loading, thorough cleaning H-JET 
handles big production in your plant will astonish you... and your 
growing profits will be all the more exciting. 

Open-pocket, extra wide cylinder for quick loading and full-drop 
wash action. (No Y-pockets or partitions ...no need for cramming in 
loads). The u-Jev ut is self-balancing... extraction is super speed 
without any objectionable vibration. 


Built in models for 35- and 70-pound capacities... for manual 
or automatic operation en Stoddard solvent ... for single or two-bath. 


Get the full story on these exciting new H-JET 1 units. Today, mail 
in the coupon below that will bring you complete details, without 
obligation. 


© 
¥ 
U. S. HOFFMAN 


U. S. HOFFMAN MACHINERY CORP. 
105 Fourth Ave., New York 3, N. Y. 


Send me the money-making facts about your H-JET II models 
for Stoddard solvent operation. 


NAME 
MACHINERY CORPORATION 
105 FOURTH AVENUE, NEW YORK 3, N. Y. ADDRESS 
city STATE 


July, 1954 59 
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Legal Aspects of 
Garment Insurance 


If a cleaner carries no insurance cover- 
ing his patrons’ garments and has made 
no agreement with them enlarging his 
liability, he is only liable for loss or dam- 
age that is his fault or the fault of his 
employees. Is this so whether the loss or 
damage results from fire or theft? 


The drycleaner can protect him- 
self against liability for loss or dam- 
age that is his fault or the fault of his 
employees by carrying insurance. Be- 
cause there are many instances when 
loss or damage occurs without such 
fault but when the patron feels 
strongly that the cleaner ought to 
stand the loss, there is an increasing 
trend toward carrying policies that 
will cover loss and damage claims re- 
gardless of whether the cleaner negli- 
gently caused the damage or not. 

In the case of these policies the 
cleaner must be careful when he re- 
ceives the policy to make sure that 
the coverage is as broad as desired; 
he should not wait until there is a 
dispute with a customer or the in- 
surance company. 

Although the drycleaner is not 
bound to carry insurance for the 
benefit of his patrons, if he has 
agreed to do so he is liable for any 
loss sustained by breach of the agree- 
ment. For example, if he has agreed 
to carry insurance against both fire 
and theft, he should be sure that both 
risks are covered, 

An agreement to have goods in- 
sured implies agreement to have them 
insured at their full value, unless 
otherwise provided. So unless gar- 
ments are received under an agree- 
ment fixing a certain valuation as that 
for which they are to be insured, the 
cleaner may find hiraself in a dilemma 
if the patron should insist that a lost 
garment was worth more than the in- 
surance company will pay, even 
though the loss was not the cleaner’s 
fault. 

If patrons have been assured that 
the cleaner would secure insurance 
covering loss or damage for any 
cause, special care should be taken 
to be sure that a policy is not so word- 
ed as to merely cover loss or damage 
due to the cleaner’s negligence. 

In cities, insurance agencies will 
usually be in a position to explain to 
cleaners just what types of insurance 
are available to cover fire, theft and 
other risk. In small towns, many 
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by A. L. H. STREET 


Invitation to the Reader 


In this department of Tue 
Nationat Creanern & Dyer, Mr. 
Street, an attorney and author of a 
book on law for drycleaners and 
laundryowners, reviews current 
court decisions affecting dryclean- 
ers and dyers. 

Readers are invited to submit 
for the author's discussion legal 
problems of general interest to 
the industry. You must rely on 
your own attorney for specific ad- 
vice as to your rights and liabili- 
ties in a given case. But Mr. Street 
can help you and your attorney by 
citing what the courts have gen- 
erally decided in similar cases. 


agents may not be able to offer such 
information without conferring with 
general agencies with which they are 
affiliated. But we believe that any 
cleaner will find he can get any sort 
of coverage he desires. The main thing 
is to be sure that he gets it. 


Trade-Name Imitation 


Is it correct to assume that in copying 
the name or mark used by a widely 
known concern in another line of busi- 
ness one is not guilty of unfair com- 
petition or trade-mark infringement? 


A decision rendered by the United 
States District Court for the Western 
District of Pennsylvania is of particu- 
lar interest to cleaners. (Great Atlan- 
tic & Pacific Tea Co. v. A. & P. Clean- 
ers, Inc., 10 Fed. Supp. 450.) 

The owners of the defendant com- 
pany were enjoined from using the 
letters “A. & P.” in the Cistinctive 
form, color and design used by the 
plaintiff. The court found that through 
the cleaning establishment's imitation 
of the design, long familiar to the 
public as designating the plaintiff's 
business, many people had been led 
to believe that the defendant's busi- 
ness was a branch of the grocery 
chain. The court concluded that the 
design was adopted to gain advan- 
tage from the goodwill enjoyed by the 
plaintiff. 

Because the plaintiff delayed three 
vears in suing for an injunction, after 
first complaining to the cleaning firm, 
the court said that the plaintiff prob- 
ably waived any right to damages 


(which it did not claim) but that the 
delay did not forfeit right to an in- 
junction. 


Zoning Law Point 


A Philadelphia drycleaner was denied 
permission to operate a plant in an “A” 
commercial district on the ground that a 
zoning ordinance did not permit it. He 
did not appeal, so the order became final. 
Did that prevent his filing a new appli- 
cation under another section of the ordi- 
nance applicable to premises that were 
used for industrial purposes when the 
zoning ordinance was adopted? 


No, declared the Court of Common 
Pleas, Philadelphia County, Pennsyl- 
vania, in the case of Warrick v. Zon- 
ing Board Adjustment, 77 Pa. Dist. 
& County Reports 396. 

When the ordinance was adopted, 
the premises were used as an automo- 
bile body and repair shop. That em- 
powered the board to permit use of 
the premises as a drycleaning plant. 

The decision was also influenced to 
some extent by the fact that the origi- 
nal order of the board was erroneous 
in denying the permit. The Board ov- 
erlooked the fact that even in an “A” 
commercial district, a permit for a 
drycleaning plant could be granted if 
approved by the city fire marshal. 

The opinion also notes under an ex- 
isting Philadelphia ordinance that a 
drycleaning establishment constitutes 
a nuisance if it permits noxious or of- 
fensive odors, dust, gas or noise. 


Union Agreement 


Could a labor union enjoin an em- 
ployer from breaking an agreement to 
employ only union help if the agree- 
ment fixed no time during which it was 
to continue, did not bind the union to 
do anything, and was indefinite as to 
wages, hours or work and other employ- 
ment conditions? 


No, according to what the Ohio 
Court of Common Pleas for Summit 
County decided in the case of Raleigh 
v. Yanko, 160 N.E. 2d 567. .« 

The court applied the general rule 
of law that there is no binding con- 
tract of any kind unless both parties 
are bound. The court declared that 
the so-called agreement was totally 
lacking in mutuality and was “like a 
lease which would attempt to bind 
the landlord but allow the tenant to 
terminate the lease at will.” 
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BANNERS AND BONUS keep operators vigilant during business-building button campaign. 
Average production on these 3-girl units runs between 33 and 37 shirts per operator hour. 
Individual units have produced as high as 39 shirts p.o.h. 


How Summers Increased 


Shirt Volume 1800% 


Clevelanders go for fast service and quality 


By HENRY MOZDZER 


SALES DON’T HAPPEN by accident, 
but rather by design. The truth of this 
principle should be self-evident. But, 
“as a case itt point consider the success 
of the D. O. Summers Company shirt 
laundering sideline in Cleveland, Ohio 

In the space of four short years this 
firm boosted its shirt volume eighteen 
fold—an extraordinary gain in which 
the weekly average skyrocketed from 
approximately 1,000 shirts per week 
to about 18,000 

Increases of this proportion cannot 
They 


happen by design as a result of care 


be attributed to “pure luck.’ 


ful planning. The Summers formula 
for success in this endeavor was to 


offer and promote fast quality service 


Fast Service 
Four years ago plantowners Jerry 
and Stanley 
shirts out. The weekly volume aver 
aged between 1,000 and 1,500 shirts 
and the customer had to wait about a 


Goldberg farmed their 


week for delivery. Like most progres 


sive drycleaners, they were aware that 
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fast service was a selling point which 
had wide appeal. It offered great po- 
tential as a means of stimulating sales. 

However, they realized that it 
would not be possible to capitalize on 
the fast-service feature without having 
full control of the laundering and 
Under the farm- 
ing-out setup the speed, as well as the 
quality of the work, rested in the 
hands of another party. Hence the 
brothers added the shirt laundering 
sideline to their drycleaning opera- 
tions in 1950 


finishing operation 


Basic equipment in the new de- 
100-pound 
washer for white work and an 158- 
Two 2-girl 
shirt units proved ample in the finish- 
ing operations 


partment consisted of a 


pounder for “fugitives.” 


The volume grew steadily and it 
wasn't long before the plant began 
offering 48-hour shirt service on its 8 
routes and 24-hour service at its 38 
stores. To keep up with the demand, 
it soon became necessary to increase 
the department's productive facilities. 


One important aspect which had to 
be considered was whether the finish- 
ing section was to be expanded by 
adding additional 2-girl units or 
whether some other setup might be 
employed to better advantage. After 
probing the matter for some time, 
management considered it best to 
switch over to 3-girl units. The rea- 
soning behind this decision follows: 

The original 2-girl units consisted 
of a two-lay sleeve press, a triplehead 
press (for collar and cuffs), a yoke 
and a body-bosom press. With these 
four presses the two operators to- 
gether were able to produce between 
50 and 55 finished shirts per hour. 

In order to double the capacity 
using 2-girl units it would thus be 
necessary to employ two additional 
girls and buy another complete four- 
press unit. However, in consulting 
with equipment manufacturers man- 
agement found that the same results 
could be obtained by using a 3-girl 
unit. This unit is similar to the 2-girl 
unit except that a one-lay, cabinet 
sleeve press replaces the two-lay 
sleeve press and, of course, it requires 
an additional operator. 

Today the finishing room contains 
four of these 3-girl units, each pro- 
ducing 105 to 110 shirts per hour. 
Management is pleased, especially 
since quality has improved, also. 

The Summers operation is currently 
offering a special 7-hour shirt service 
at all stores for customers desiring it 
at a nickel extra per shirt. And if the 
patron wants still faster service he can 
get his shirt back in just three hours 
at the plant. In the course of a week 
the company receives between 2,000 
and 3,000 shirts with the specific re- 
quest for fast service. 

To expedite handling, all fast-serv- 
ice items are identified with yellow 
fiber strips (clipped to the identifica- 
tion tag) which can be recognized at 
a glance and given priority. 

Here is another “wrinkle” which 
has been found to be of immense help 
in speeding the assembly process. As 
the markers go over the orders, they 
keep all the individual customer's 
shirts together by tying them with a 
piece of string through the button- 
holes. The garments are thus kept to- 
gether throughout the laundering op- 
eration and the shirts are not separated 
until they arrive at the finishing de- 
partment. The shakeout girl breaks 
the string. 

It would seem that confusion would 
result if the customer sent in a mixed 
bundle of laundry, but this doesn’t 
happen because the company makes a 
practice of writing separate invoices 
for dress shirts, sport shirts, linen and 
wearing apparel. 

(Continued on page 66) 
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You're doing all right! Quality cleaning, good service— 
making money! Business is good . . . maybe 
too good for the capacity of the 
equipment you now operate. If so, 
you'll want to know all about 

the big-capacity . . . 


AMERICAN-MARTIN 60 
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A—Perc-Saver Tumbler. B—Extracting Wosher. C— 
Powderless Filter-Still with Automatic Strip Still Tank. 


The American-Martin Model 60 Deluxe 
Transfer Unit (perchlorethylene solvent) 
cleans, extracts, dries and deodorizes 200 Representative. Rely on his advice ia 
lbs. of work an hour. Completely automatic your selection from the complete 
through all phases of the cleaning cycle. American Line of equipment 
Solvent continuously filtered; either batch Backed by our many years 

or continuous distillation. Solvent storage in 


ard equipping dry cleaning 
tank built right into unit. plants, he can help solve your 


production problems. Ask for his 
specialized assistance anytime 
— without obligation 


You can depend on your American 


Powderless filtration saves solvent, elimi- 
nates costly filter aids. Self-cleaning—no 
tedious clean-out. Easily installed, the 
American-Martin Model 60 Unit requires 


no foundation, no bolting down. Mail Coupon Now! 
AMERICAN CLEANERS EQUIPMENT CO., ALM.-104 ° 
CINCINNATI 12, OHIO 
~ [_] Please send Bulletin BB 956-002 on American-Martin Model 60 Transfer Unit ee 
Ace AM ERICAN « Please have American Representative coll. 
(o> 
CLEANERS EQUIPMENT CO. 
Cincinnati 12, Ohie Division of the American . . 
City & State 
World's Largest, Most Complete Line of Dry Cleaning and Laundry Equipment 
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Adco’s policy o means you 
i receive al Factory-Presh products, The day Adco ves your 
nat same dey the and shipped you' 
no stele merchandise due te excessive storage period: 


No middle man is 
manufacturer, can 
the quality of its product — on , as the user, 
make extra dollars from the CGR 
which you get in every barrel yo | ourchase, 


mos? im 3c rtant of all... 


dealing directly with the manufacturer, 
satisfaction is assured because you're 
dealing with only one firm —Adco~who is 
responsible to you for satisfactory performance 
of all Adco quality products. Adco’s responsibility 
—and the satisfaction of Adco’s customers — 
is attested to by forty-six years of continual 
successful operation. 


The Adco Girl's dress cleaned in the DRI-Siam 
is a Gown Room Original from Garland 


CALL, WIRE OR WRITE: 


deo, Chemists Since 1908, Sedalia, Mo. 
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(Continued from page 62) 


Quality Work 


One of the most important ways to 
insure the quality of a shirt is to make 
certain it is laundered properly to be- 
gin with. Regardless of how well the 
shirt is finished or packaged these fac- 
tors count for nothing unless the shirt 
is clean. A good, responsible washman 
is the keystone in the quality opera- 
tion. The Summers plant is fortunate 
in this respect, and complaints regard- 
ing quality have been nil 

According to the plant's laundry 
the important step 
washing rinsing. 
His whitework formula includes a 10- 
break 10-minute suds 
baths followed by a 10-minute bleach 
run; five rinses (and more if the load 
is particularly soiled) of 3 minutes 
finishing off with a blue and a 
sour run, each of 5 minutes duration. 
The recommended water temperature 
and 170° F. and the 
entire cycle takes 65 minutes, not in- 
cluding the starching run. 


supervisor, most 


in the process is 


minute two 


h 


is between 160 


The washing equipment now con- 
sists of one 300-pound washer for 
shirt laundering; a 100-pound washer 
for bachelor service, and a 25-pound 
washer for fugitive work. In addition, 
there are a 70-pound starch cooker, a 
30-inch extractor and two 30-pound 
tumblers. 


To emphasize further the quality 
aspect of service, the Summers firm 
advertises its shirts as containing “no 
ugly laundry marks.” Disfiguration is 
avoided by identifying the individual 
with a water-resistant 
paper strip which is passed through a 
buttonhole and stapled together at the 


ends 


shirts strong, 


The customer also has a choice of 


three starching classifications. Starch- 
ing is done in the wheel and errors 


are minimized by identifying the nets 
with conventional rubber markers. 
One marker indicates medium starch; 
two, heavy starch, and none means 
no-starch. As the washing cycle is 
completed all the no-starch nets are 
pulled and extracted. The remaining 
items given an extra 10-minute 
run in starch solution, and the few 
requiring heavy starch are treated to 
an extra dose in a more concentrated 
starch solution. 

Realizing that the quality of a 
laundry’s work is often judged by the 
condition in which sport shirts are re- 
turned, these garments are treated 
with extra care and given special 
handling. 


are 


Sport shirts are washed with a neu- 
tral soap, conditioned for 2 or 3 min- 
utes in the tumblers, and finished on 
a special sport-shirt finishing unit. 
This unit includes a sleeve form, grid- 
head press and yoke press. All the 
equipment is operated by one girl who 
produces between 40 and 45 finished 
sport shirts per hour. Following the 
pressing operation these shirts are not 
folded but instead are hung on hang- 
and covered with a distinctive 
white bag. 


ers 


Most of the sport shirts coming into 
the plant are laundered and finished 
at a price of 35 cents each. If it is 
necessary to dryclean them the price 
is 68 cents. The regular business shirt 
costs 18 cents, which is about a penny 
more than other local chains are get- 
ting. As an added inducement Sum- 
mers offers its cash-and-carry patrons 
a 15 percent discount on its regular 
services. 


Promotion Activities 
About 4 to 5 percent of the sales 
dollar goes back into promoting the 
plant’s many services. These include 
rug and hat cleaning and leather work 


QUALITY BEGINS in washroom and adequate rinsing is considered most important step in 


laundering formula. While Summers plant offers 
70 percent of laundry volume is shirts 
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both bachelor and flatwork service, more than 


as well as fur and apparel storage. 
Management favors the use of bundle 
inserts, signs and posters, but is not 
adverse to televising three or four spot 
commercials a day to push specials. 
In addition, weekly ads are run in the 
local newspapers. 

Do people read newspaper adver- 
tising? One event in Summers’ news- 
paper advertising experience indicates 
that they do. In February of this year 
the plant ran a quarter-page ad play- 
ing up shirt and drycleaning services. 
When a letter was inadvertently left 
out of a key word, some 20,000 copies 
were run off the presses before the 
error was caught. The result was em- 
barrassing, the readers saw it and the 
plant heard about nothing else for the 
next two weeks. 


Button Campaign 


At the moment the company is 
using a potent promotion technique 
which any drycleaner can employ. It's 
the so-called “missing button” cam- 
paign in which the plant offers to 
launder two shirts free for every shirt 
returned with a missing or broken but- 
ton. The campaign is in its fifth month 
at the Summers plant and the offer 
has been jacked up to the four-for- 
free mark. 

To keep the program before its em- 
ployees, the company has placed over- 
head banners in the finishing section 
instructing the operators to “Keep 
Your Eye on the Button.” And to in- 
sure vigilance even more forcibly, the 
company pays a weekly bonus to each 
unit not charged with a missing but- 
ton. The offending unit can easily be 
identified because a raised number on 
the shirt-tail band leaves an impres- 
sion on the shirt. If the unit gets one 
shirt back, the operators lose their 
bonus for the entire week. The pre- 
caution seems quite effective since 
only three or four shirts are returned, 
most of them legitimately, out of the 
thousands done each week. 

The Summers packaging program, 
too, may be considered as a promo- 
tional gesture. Each and every shirt is 
individually wrapped in cellophane 
and packed in a box. This serves to 
protect the shirts, enhance their ap- 
pearance, and to help create the idea 
of pride and quality of work. Man- 
agement considers the cost as justifi- 
able and reasonable compared to other 
methods of packaging. 

* 

If there is any doubt that planning 
pays off, we can only add that while 
this manuscript was being prepared 
the D. O. Summers plant added a fifth 
3-girl shirt unit to its finishing depart- 
ment and was considering ways to 
double the sport-shirt unit’s produc- 
tive output. # # 
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INDEPENDENCE 


Lack of Capital? 


It is possible to LEASE a Detrex Coronet 
and Synth-O-Saver. See coupon below. 


DETREX CORPORATION 
Dept. GG-500a 
Box 501, Detroit 32, Michigan 


Send me all the facts on how I can build bigger 
business and more profit with the Detrex Process. 


Send me all the facts on the new lease arrange- 
ment for the Detrex Coronet. 


NAME 
COMPANY 
ADDRESS 


ZONE 
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When you sign up for Detrex you sign up for more than just 
a new drycleaning outfit ... you also are freeing yourself 
of the time-consuming, profit-eating headaches of re-runs, 
wet cleaning and extensive hand spotting. 


As hundreds of drycleaners have proved, the Detrex Two- 
Bath Process cleans clothes brighter and more thoroughly 
than any means ever developed. Even with light summer 
garments wet cleaning is reduced to a minimum. Re-runs 
are all but a thing of the past and hand spotting drops to 
a fraction of former needs. Colors are so much brighter, 
fabrics are so much softer, that customers can actually SEE 


and FEEL the difference with Detrex Two-Bath cleaning. 


Just as important, this fabulous cleaning quality takes 
little longer than straight-solvent cleaning! As a result you 
lose none of the flexibility that Detrex is famous for .. . 
fast service is practical on a regular basis—without dis- 
rupting your shop and without losing a penny of profit. In 
fact, the combination of unmatched quality and fast 
service can double your present volume at a new, high 


profit-per-unit. 


All these features, plus many more, are covered in detail in 
our new booklet which proves how you can make more 
money per garment and build bigger volume with Detrex. 
It’s yours free if you'll fill out and mail the coupon at the 
left. Do it today for a more profitable and secure business 
tomorrow. DETREX CORPORATION, Box 501, Detroit 32, 
Michigan, Dept. GG-500a. 


for GARMENTS 


SPARKZERS 


DETREX CORON ET—to builda bigger DETREX SYNTH-O-SAVER—the miser- 
business future with low initial invest- like running mate of all Detrex cleaning 
ment. Standard or Two-Bath Cycle. machines. Puts extra profit in your pocket 


DETREX AMBASSADOR—i BIC vol- 


asitkeeps your solvent cost at rock-bottom. 


DETREX MONARCH—the work horse of 


ume is your requirement, the Ambas- the industry with over 100 Ibs. hourly 
sador tops them all with over 200 Ibs. capacity. Standard or Two-Bath Cycle. 


hourly capacity with Two-Bath Cycle. 
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All Drycleaners who 
Cooperated our 
Flag Day Appeal... . 


Flag Day appeal has been overwhelming 


Throughout the world-——by propaganda and 
enemies of Freedom are doing their best to 
and even destroy, the very principles upon which 
ion was founded 
as American businessmen, would give of your time and 
rvices—-without thought of monetary reward—-in helping your 
itizens pay their respects to the Flag is, as I said 
satisfying 
Your payment will come in the satisfaction of knowing that 
you have helped your countrymen present a united front to 
sdom's 
el sure that feelings will be shared by Americans 
nation over, as well as by members of The American Legion 
or your contribution to its continuing program, "New 
slory for Old Glory." 
accept the thanks of my company and myself 


Sincerely, 


A. O. Thalacker, President 


Detrex Corporation 


ind—--—soul satisfying 


“In The Cleaning Business?” 


First — merchandise properly, to 
get the clothes IN your plant. 


Second — once you have the 
clothes in the plant, simplify your 
processing so you handle them as 
little as possible and avoid unneces- 
sary REHANDLING! 


Save your solvent by being able to 
extract ALL possible from the 
clothes — use as low a per cent 
charge as will do a GOOD job of 
cleaning. 


Keep finishing costs from eating up 
your profits, by avoiding excess spot- 
ting and wetcleans—and this is 
easy to do now — yet saving your 
solvent by using the Caled Spray 
Spotter method. It’s so simple — 
just run your load on your charge 
run or batch run, extract and get 
ALL the solvent — check over the 
load in usual way from the tumbler 
or dry room—then you simply 
spray those needing spotting or wet- 
cleaning with an inexpensive mix- 
ture of one part Caled Spray Spotter 
and four parts water. Or brush it 
on — mix it up in any kind of con- 
tainer. 


HOW WOULD YOU LIKE TO 
MAKE MONEY? 


Yes—It’s Being Done! 


After spraying these garments, toss 
them in with another load (a dry- 
run load) that is on the rinse cycle. 
They'll come out without the spots 
and won't need that wetcleaning. 
And your work for today will be 
ready today! But best of all, they'll 
be CLEAN and will finish as fast 
and as easily as ALL of the rest of 
the drycleaned work. No “‘ball-ups” 
in finishing, no excuses from finish- 
ers for slow production. And piece- 
work operators love it!! 


Get your work IN the plant — get 
it out RIGHT, as QUICKLY as pos- 
sible — as cheaply as possible .. . 
and the headaches from slowed 
work disappear — especially when 
you make money with smooth oper- 
ation. 


Thousands of cleaners, coast to 
coast, are now using Caled Spray 
Spotter — and making money! 


Caled Spray Spotter available in 
gallons, 5’s, 15's, and 55-gallon 
drums. Spray Spotter will help 
YQU make money, too! 


BRENTWOOD, 
MARYLAND 


( 
‘ 
= 
PRODUCTS CO., INC 
July, 1954 71 an 


SAFETY VALVE 


CAUCE CLASS 
WATER COLUMN 
BLOWDOWN VALVE 
FOR GAUGE CLASS 


DRUM VENT VALVE 


FEEDWATER STOP 


& CHECK VALVES 


FEEDWATER RECULATOR — 
VALVE BYPASS 


BOILER FEED PUMP — 
sToe VALVE 


BOILER OUTLET DAMPER 


MAIN BLOWDOWN 
VALVES 


~~ 


DISCHARCE FOR 


“MAIN STOP VALVE 
OF BOILER 


NON-RETURN 
VALVE 


p— DRUM PRESSURE 


CAUCE 
STEAM CAUCE 
SHUTOFF 


GAUCE LINE 


\ 
MUD DRUM 


FIGURE 1 


DRAIN 


How To Schedule 


Your Boiler Maintenance 


rHE BAREST MAINTENANCE 
ESSENTIALS tor some of the princi 
pal boiles auxiliaries were covered in 
the May issue 
certain special cases and lay out a 
time schedule for all the 
ments in a working boiler room, Many 
ot the 
tional in character but their neglect 


Let's get down now to 
major ele 


pointers are definitely opera 
means more frequent maimtenance out 


The Boiler (Fig. |! 


Daily requirements: Blow down the 
boiler drum to maintain chemicals for 
water treatment at the recommended 
level. Add chemicals in quantities in 
dicated Note Some 


every other day or so.) 


plants do this 


Blow down the water column and 
note how quickly the water flows back 
into the 
a steady level 


vlass and how soon it reac hes 


Iwo we aknesses 
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By JOSEPH C. McCABE 


can be revealed at this point. The first 
is any obvious plugging within the 
lines connecting the water column and 
drum as displayed by the water taking 
a long time to show up again in the 
column. The second is faulty boiler 
water of a nature that produces foam- 
ing or carryover, indicating a need for 
water treatment 

Clean the external setting of the 
boiler, including gauges and _ instru- 
ments, Often in a semi-automatic or 
fully automatic boiler plant the instru 
ments get smeared over or the face 
glass is broken and the indicating 
needles jammed into one position by 
any one of a score of possibilities. 
Daily checks spot these sore points. 


Weekly checks: Carefully examine 
the boiler setting at least once a week. 
Note particularly any items like faulty 
brickwork or sheared bolts on air regis- 
ters, or signs of metal wear. If any 
show, watch closely so that they do 
not approach the danger point before 
they are attended to. 

Quarterly to semi-annual inspec 
tions: Drain the boiler out about once 
every three months and close off all 
connecting valves. Then: 

1. Thoroughly clean the interior of 
the boiler. Use tube cleaners where 
necessary to remove any accumulation 
of scale. Examine the boiler for oil de 
posits and corrosion. Check the chemi- 
cal feed line and boiler feedwater line 
for plugging. This is the correct time 
to go over tubes and see that they 
have not buckled or pulled free from 
tube sheets or otherwise suffered from 
service. Perform what measures are 
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"SPORT SHIRT FINISHING UNIT 


Sport shirts can mean profits . . . not problems 
... with the highly efficient and compact Uni- 
press one or two girl sport shirt finishing unit. 


IT’S THE WORLD'S FINEST! 


Spor: Shirt 
Sleeves 
Beautifully 
Finished 

in Seconds! 


Frosted head plates combined with the famous 
Unipress ‘‘gliding”’ action on “‘floating”’ bucks 
give sport shirts a soft, smooth finish; the kind 
customers expect! Beneath the removable 
frosted plates are highly polished chrome heads. 

Production is paced by the amazing new 
one lay sport shirt sleever that finishes sleeves 
in seconds. The combination SCYC does col- 
lars, cuffs and full yokes in just two simple 
lays. It eliminates the need for a separate 
yoke press. Saves floor space. Saves opera- 
tor’s steps. 

Serve more customers better. Step up 
business volume. See your local Unipress dis- 
tributor or write . . . today! 


5 COMPANY? 
Mine 

omplete information on: 
Unit 


THE UNIPRES 


"send floor plons ond ¢ 
or Two Girl Ss 
on rt Shirt Sleever 


port Shirt Finishing 
One Lay Spo 
Name 
Firm 


Address Stote 


City 


UNIPRESS COMPANY 


Minneapolis 8, Minnesota 


» 
| “Lae ‘ 
‘ } 
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Finer Finishing Faster with THE 
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FIG. 1B. Firetube boiler shows 
how tubes fit into tube sheet, 
feedwater regulator at lower 
right side at back, safety relief 
valves on top of drum 


needed. See Fig. 1C for a way to re 
move damaged tubes 

2. Check all the instrument con 
plugging, 
columns, low-water 


nections to the boiler for 
including water 
cutouts, damper and draft controls, 
pressure gauges, feedwater controls 
and continuous blowdown 


3. Examine all refractory surfaces 
and battles for erosion spalding that 
is, brick crumbling—or other failures 
{epair aS needed Look espec ially for 
movement of walls. Repair or rebuild 
any refractory wall or sections that 
show such movement; that is, that 
have bowed or swayed. Recaulk ex 
pansion joints 


1 Look 


mig esper ially 


at soot blowers, for warp 
If they get out of align 
ment you can run into serious trouble 
because the steam jets that shoot out 
will be cutting mto solid metal or re 
fractory surfaces instead of scouring 
the soot or slag. If signs of steam-cut 
ting show call in the soot-blower 
He may even have to 
readjust the full blower cycle 

Knock off any buildup of slag or 


manufacturer 


soot that the soot blowers have missed 
With fire-tube boilers, the tube clean 
ers should do this job very well 

6. Go over the metal surfaces of 
the boiler thoroughly and be on the 
lookout for 
wire-brush and paint all such areas 


corrosion attacks. Then 


Examine the boiler setting, particu 


larly brick or refractory, for any leaks 


and then carry out the appropriate 


repairs 
7. Thoroughly check the take-up 


dampers for freedom of movement 
Again do what 


needs doing and don't put it off 


and worn linkages 
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Feedwater Regulators (Figs. 1 and 2) 

Daily: Go over the regulator each 
day; wipe it off and see that it holds 
the proper water level. It’s just an- 
other one of those things that left to 
itself can work beautifully for months 
and then begin to get sluggish and 
finally fail. If you don’t school your- 
self to check this regularly you'll wake 
up too late. 


Weekly—or at each time the boiler 
goes back into service: Blow down the 
steam and water connections as laid 
out by the manufacturer 


Annually: Go over all the moving 
parts of the regulator. See that they 
move freely and that linkages are 
sound, that the valve seat looks clean 


and good. 


Nonreturn Valve (Fig. 1) 


In the last issue we mentioned the 


use of this valve and its operations. 
Use it only when you take a boiler out 
of service. Dismantle it only when you 
note leakage or suspect leakage. 


Relief Valves (Fig. 1) 


Again, last issue we mentioned the 
need to lift the safety or relief valves 
occasionally during a regular operat- 
ing run to make sure they'd work when 
you needed them. All you do is grad- 
ually raise the pressure in the boiler 
until the safety valves pop off. Make a 
note of the pressure when pop-off oc- 
curs and again when it stops. Your 
boiler manufacturer can tell you if 
these pressure points are correct, and 
if not will suggest how you can cor- 
rect them. Don't turn just any me- 
chanic loose on this adjustment. He 
must know what he’s doing! 

Quarterly: Thoroughly clean off the 
outside of all safety valves and be 


FIG. 1C. To remove a damaged tube first cut out the tube (left). Then knock up toward center. 
Be coreful not to cut all the way through the tube or you might damage the tube sheet. Then 


collapse tube all around (right) 
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New: before in history has there been a truck engine like 
this! The new Dodge truck Power-Dome V-8 gets full power 
from regular gas, offers more miles to the gallon, operates at 
higher efficiency than any other mass-produced V-8! See 
your dependable Dodge truck dealer today! 


Features of the future . . . found only in Dodge today! 


Exclusive V-8 Power- 
Dome Combustion! 
Unique dome-shaped 
heart of the Dodge 
truck V-8 develops 
more energy, expands 
gases more fully, 
wrings more power 
from every drop 
of fuel! Means top 
power now and for 

years to come! 


Thrifty -powered Dodge 
truck 6's, too! 
Famous - for - economy 
6's also are found 
throughout the Dodge 
truck line. Twin 
carburetion and in 
creased horsepower 
on many Dodge truck 
Sixes! Known every- 
where for depend. 

ability 


TRUCKS 
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ill dirt cle posits are re moved 


you Il find 
left wood or debris near the 
part ot the ilve or over the discharge 
pipe so that the alve will jam if it 
has to work 


ure that 
otten omeone has 


vork ing 


Water Columns 


Daily The day-to-day operating 
check ind maintenance points were 
covered in our last issue 

Vonthly: Run a check on the boiler 
high-water cutoff or alarm by bypass 


ing the feedwater regulator and let 
ting the boiler accumulate water up to 
the cutoff point We'd suggest you do 
this only on light loads; if the 


hbevond the cutoff point without 


water 


the alarm going into action you can 
cut back 


regulator and plan a 


blow down the excess water 
the feedwater 
definite repair at the very 
hutdown. If you run fully automatic 
vatch the water level like a hawk un 
til thi 


first boiler 


danger point Is corrected Do 


the same for low-water cutoff con 
nection big 
Annually: Remove the bonnet of the 


iter colurmn and examine both high 


ind low-water alarm float and _ link 
ives Replace as needed 
Blowoll Valves (Fig. | 

Daily: See Boiler lnstructions on 


The 


in argument on the valve sequence to 


frequency ol operation is quite 
follow in blowdown operation Usually 
been schooled it 
the method that best fits 


Frequently the type of 


your operator has 
your owt 
valve cle 
valves employed makes the following 
Sequence the one to « mploy but check 
your own practice first because your 
valve design may differ. However, the 


most common proce dure is to open the 


valve nearest the mud drum first and 
blow down with the valve most re 
mote from the mud drum 


eel the tail pipe to see if the blow 
olf leaks 


down alve 


If it runs hot when the blow 
has been closed off for i 
lon time there is a leak 

Annually Remove the bonnet of the 
blowolf valves and inspect the valve 


eats. Take the necessary repair steps 


Traps 
Dai'y 
tion either daily or 


Run a check on trap opera 
at frequent inter 
vals. One simple check is to see if the 
tail pipe is always hot; if so, it means 
a faulty 


against the trap body and put the op 


trap. Or, hold a screwdriver 


posite end against your ear. You 
should hear definite clicks as the trap 
operates 

A faulty trap can be repaired or re 
placed. We've heard some interesting 
arguments on the point that it pays to 
completely replace a trap if it fails, 
on the grounds that failures are rare 


ind also repairs are often complex 
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of 
cross fees 


10 Column 


FIG, 2. Feedwater regulator combines thermostat for water-level regulator and two connections 


in outgoing steam line (top left) 


Blowdowns are needed, except that in this case both water 


column and regulator are blown down at same time 


Annually: At least once a year you 
should check the trap internals if you 
believe in repairs. If you follow the 
argument of few failures and rather 
complex maintenance for a small plant 
you can overlook this annual mainte- 


nance ¢ he« k 


Strainers 

For the first month of operation re 
The reason is 
You'll be collecting all the 
small metal pieces, rust and scale that 


move and clean weekly 


obv 1OUS 


have laid in the pipes since they were 
installed. The load would plug up the 
For the follow- 
ing six months remove and clean the 


strainers completely 


strainers once a month. After this you 
can get by with a semi-annual clean- 
ing period. 


Valves 

When a leaking valve is noted dis- 
mantle the valve and valve 
parts or packing at the first available 
opportunity. # # 


renew 


Power control 


Pump contro! end 
water cutolt 


FIG. 3. Low-water cutoffs owe reliable performance to good installation. Piping should be short, 


direct, right size and at correct level with water column 
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LOW-BOY 
‘STEAM-ELECTRIC 


built into valve 
converts water of condensation into 
steam ... keeps upright hose clear of 
woter ... provides dry steam. 


Your operaters will say, “I never had ironing 
so easy!” Cissell engineers have applied their 
famous “valve construction know how.” 
Here's simple, packleas valve construction . . . 
modem invention, The Cisse!! low-Boy 
Steam-Electric Iron with Electric Thumb 
Control, $83. The Cissell Low-Boy Steam- 
Electric Iron with Electric Thum 

Control and Water-Spray Gun. 

$102. F,0.8. Louisville, Ky. 

(Prices for A.C. Add $20 

for D.C.) 


it’s New! This is valve perfection. 
And, all for one reason; to convert 
water into steam IN THE VALVE 
before it reaches the irom. This is 
what it takes to give you steam-iron 
operation at its 


Known and Used the World Over 


LAUNDRY OR DRY CLEANING TUMBLERS * SPOTTING BOARDS 
STEAM-ELECTRIC IRONS ¢ SPOTTING UNITS 
STEAM-ELECTRIC TAILOR'S IRONS ¢ PRE-SPOTTING UNITS 


ELECTRIC IRONS * CUFF BRUSHERS 
IRONING BOARDS * GARMENT DRYERS 
GARMENT CONDITIONERS ¢ HOSIERY DRYERS 
W. M. CISSELL MFG. CO., INC. - LOUISVILLE 1, KY. SLEEVE FINISHERS * WATER-SPRAY GUNS 
Pacific Coast Office: 4823 W. Jefferson Bivd. - Los Angeles PUFF IRONS « BOILER-RETURN SYSTEMS 
Foreign Distributors write Export Dept. - Cable “CISSELL STEAM-FINISHING BOARDS ‘ HOT & COLD WATER PUMPS 


Your Gobber 
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AT BANQUET, left to right: President George Grasser; Hart Stoddard, guest of honor; Paul 
Weigand, president Paul Weigand Machine Co. and first secretary of the ALTA Club 


Jubilee at Hartford 


THE GOLDEN-ANNIVERSARY con 
vention of the Connecticut Launder 
ers & Cleaners Association was held 
May 7 and 8 in Hartford with special 
events appropriate to the occasion, 
Business was not neglected, how- 
ever, with over 100 delegates turning 
out for the workshop session featured 
the afternoon of May 8. Brief talks 
were given by Lester Francis, adver- 
tising Division, 
Emery Industries, Inc., telling how 
“Pennies Make Profits’; Henry Shep- 
herd, tax attorney, giving “Slants on 
Taxes,” and by Russell Rose, of the 
production and engineering depart- 


manager, Sanitone 


ment, American Institute of Launder 
ing. Frederick Waterhouse, legal 
counsel of the Manufacturers Associa 
tion of Connecticut, discussed “Labor 
Laws; R. E Eastern field 
manager of American Cleaners Equip 
ment (o., took up the “Two-Bath 
Charged “Insurance 
Slants were presented by W illiarm T. 
Hickey, regional manager of Travelers 


Lester, 


System,” and 


“Building Shirt 
Volume” was the subject of John Hop- 
per, Salem (Mass.) Laundry, and 
“New Slants on Shirts” were offered 
by William Woodson, research direc- 
tor of the Manhattan Shirt Co. 

Delegates turning up on time for 
the workshop session were given spe- 
cial cards with a verse to be filled in 
—the winning “secret word” and a 
humorous greeting were supplied by 
Groucho Marx. The prize was won by 
Lawrence Harvey. 

The workshop was followed by a 
“Problem Buster Clinic,” based on the 
ten top-priority problems of plant- 
owners. The clinic moderator was 
©. M. Dobbs of Monarch Laundries, 
Inc., New Haven. 

Saturday morning was devoted to a 
continuous showing of films, includ- 
ing “Contour Sheets,” with comment 


Fire Insurance Co. 


by Ruth Gledhill, personnel manager 
of The New England Laundry Co., 
Hartford; “Every Day Is Monday”; 
Du Pont’s “Facts About Fabrics,” and 


Missoula, Montana, on May 7 and 8 


Donald Topel, Great Falls, Mont., was elected president 
of the group. Other new officers are W. L. Templeton, Cal- 
vice-president; Don Hagen, Great Falls, secre- 


gary, Alta., 
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Meeting in Montana 


ALMOST 200 DELEGATES attended the 1954 convention 
of the Laundry Owners and Dry Cleaners Association of 
Montana, Southern Alberta and Northern Wyoming, held in 


“What's Ahead for the Laundry In- 
dustry,” with comments by N. E. 
Marden, New England manager, The 
American Laundry Machinery Co. 

Among the special golden-anniver- 
sary events was a display of old-fash- 
ioned laundry equipment, ads, bill- 
heads, price lists, and early copies of 
trade magazines. The AIL prize-win- 
ning laundry ads were also on exhibit. 
The display committee was headed by 
Clement Gainty, Nonpareil Laundry, 
New Haven. 

At the Friday-evening banquet 
music, decorations, program and sou- 
venirs all carried out the golden-anni- 
versary theme. The guest speaker was 
Connecticut's Lieutenant - Governor 
Edward N. Allen. The banquet took 
the form of a testimonial to Hart Stod- 
dard, retiring allied tradesman, as an 
expression of the esteem of all sectors 
of the industry. Mayor De Lucco of 
Hartford presented a golden key to 
the city to the association president, 
George J. Grasser. 

Officers reelected for the coming 
year are George J. Grasser, White 
Way Laundry, Wallingford, president; 
Wesley B. Van Dine, Victory Laun- 
dry, Hartford, secretary-treasurer, and 
Richmond Smith, Troy Laundry & 
Dry Cleaners, Norwich, sergeant-at- 


arms. Walter J. Brophy, Monarch 
Laundries, Inc., New Haven, was 
elected vice-president. Mrs. Althea 


Wheeler continues as executive vice- 
president. 

Directors chosen for a two-year 
term: George J. Grasser; George E. 
Jones, Star Laundry, Inc., Norwalk; 
William H. Minty, Pembroke Laun- 
dry & Cleaners, Bridgeport; Sherman 
H. Perry, Perrys Inc., Waterbury; 
Arthur L. Sage, H & E Laundry, 
Hartford; Richmond Smith. Other di- 
rectors are: Walter J. Brophy; Frank 
Comeau, Three Hour Service Laun- 
dry, New Haven; Neal Ehlers, Forest 
City Laundry, Inc., Middletown; Ger- 
ald T. Reuter, Imperial Laundry, Inc., 
Waterbury; Arthur C. Stevens, New 
England Laundry Co., and Wesley B. 
Van Dine. 

The convention committee was 
headed by Arthur Stevens. # # 


tary-treasurer, and Jim Robinson, Great Falls, publicity 
chairman. The following were chosen directors: Ray Ben- 
jamin, Lethbridge, Alta.; Bud Begg, Kalispell, Mont.; Ray- 


mond Brown, Billings, Mont.; Duke Dover, Lovell, Wyo.; 


Jack Burton, Medicine Hat, Alta., retiring vice-president, 
and William F. Howard, Missoula, retiring president. 
The business session on Friday included talks by C. B. 
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Adrian Automatic Electronic 


Relative 
Humidity 

Control 
System 


The Adrian RH equipment determines automatically the 
moisture requirement of the fabrics being cleaned regard- 
less of the size of the load, the type of fabrics present 
or their moisture content when put into the washer. 


The RH equipment adds plain water automatically to the 
maximum safe limit without causing breaks, wrinkling 
or shrinkage. 


The detergent concentration is not critical as it operates 
satisfactorily between 42% and 4% or higher with the 
high active ingredient content products on the market. 


There is no instrument error due to the build-up of impu- 
rities in the solvent. 


The RH equipment measures water vapor only. 


Automatic timing control permits moisture additions to 
reach equilibrium before additional moisture is added. 


RH Control Systems will operate satisfactorily if the charged system detergent is present in sufficient quantity (at lea.t ~% 


it is not necessary to control solvent temperature as the 
slight changes in RH values caused by any wide tempera- 
ture variation in the solvent can be readily compensated 
for by the temperature adjusting potentiometer. No ad- 
justment is considered necessary if the solvent is in the 
temperature range of 60°-100°F. 


The RH unit is explosion proof. 


. No tie-in sales! You don't have to sign any contracts or 


buy anything other than the RH unit. 

The principle of the RH Control System developed by 
the N. I. D. is the most accurate means of determining 
the moisture condition of fabrics being drycleaned. 


. RH Control permits maximum effectiveness from the com- 
bination of charge detergent and water, higher insoluble 
soil removal, higher water soluble soil removal, and 
greater whiteness retention. 


of a high active ingredient content product) and if the detergent has the physical property of transferring moisture from 
fabric to fabric rapidly, permitting a fast moisture equilibrium rate within the system and with the vapor over the load. 

In operation the water vapor content over the load being cleaned (which is in turn a measure of the moisture content 
of load), is measured electronically. The moisture requirements of the load are added automatically by means of an 
electric solenoid valve that is controlled through a cycle timer which, in turn, is activated by the moisture sensing element 
located in the vapor cycling chamber. When the moisture requirements of the load are met the RH Control will stop 


water additions until the next load is put in. 


There are several ways other than that shown in the diagram to draw the moisture vapor over the sensing element 
ond there are several points at which water may be added to the system. 


The diagram represents a typical Adrian Automatic Electronic Control System installation. 


ADRIAN RESEARCH & CHEMICAL CO., Elm & Pennsylvania Aves., North Wales, Pa. 


Manufacturers of Drycleaning Detergents, Spotters and other Drycleaning Specialties 
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MONTANA OFFICERS and directors, left to right, front row: Donald Topel, W. L. Templeton, Jim Robinson. Back row: William Howard, Jack Burton, 


Raymond Brown, Duke Dover and Ray Benjamin 


Kasson, R. R. Street & Co. Inc., on “The Control of the Two 
William Browne, di- 
rector of public relations for the National Institute of Dry 


Bath System Through Conductivity”; 


cleaning, on “Drycleaning’s Third 


Cowles Chemical Co., 


Help You Sell.” 


Dimension” ; 
Isaacson, of The American Institute of Laundering staff, on 
“Changing Trends and Opportunity,” and Ray G. Johnson, 
telling how “Your Washroom Can 


George 


The one speaker on the second day was Bill Boyd, Sani- 
tone Division, Emery Industries, who emphasized the hu- 
man element in his talk on “The Man in Management.” 

The arrangements committee, headed by Jim Thane, 
Missoula, retiring publicity chairman, also provided a full 
program of entertainment, featuring the group’s annual sea- 
food dinner and including a wind-up banquet, entertain- 
ment and dance. # # 


CRI Convenes in Montreal 


COOPERATION was the keynote of 
the successful twenty-first annual con 
vention of the Canadian Research In 
stitute of Launderers and Cleaners, 
which was held at the Windsor Hotel 
in Montreal on May 13, 14 and 15 
There was cooperation between the 
CRI and the Launderers & Dry Clean 
ers Association of the Province of 
Quebec, Inc., and the luminaries of the 
textile maintenance field from the 
States who helped round out the pro 
gram. Dr. Carl L. von Harten of 
Granville Bros. Ltd., Vancouver, B. C.., 
presided, while E. W. Finlayson, man 
aging executive of CRI, and G. D. 
LaViolette, manager of the Quebec 
association, organized the meeting 
Camillien Houde 
treal, welcomed the delegates to the 


mavor of Mon 


city in the opening speech of the 
convention. He was followed by A. F 
Schuelke, 
Industries, Inc., whose topic was 
“What's the Score for °'54.” Mr. 
Schuelke pointed out that during the 
past several years Canada has en- 


Sanitone Division, Emery 


joyed a sharp increase in its gross 
national income and urged the group 
to maintain its high standards to com- 
pete with other industries for the 
Canadian’s spendable dollars 
“Nothing in the Laundry Business 
Is Permanent Except Change” was 
Albert 


the theme of Johnson’s ad 
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CRI OFFICERS: George A. Proulx (right), new 
president, receiving key to headquarters from 
Past President Dr. Carl lL. von Harten. E. W. 
Finlayson, secretary-treasurer, looks on 


dress, which led off the second day’s 
sessions. The general manager of the 


American Institute of Laundering 
outlined the industry changes that 
have taken place over the past 30 
years as a result of the ever-changing 
buying habits of the public. Then he 
concluded: “Actually we are chang- 
ing from a noncompetitive economy 
to a tough competition era. And what 
is needed in the laundry business— 
besides better planning, harder sell 
ing and merchandising, better super- 
vision, better control of expenses, 
better workflow, better housekeeping, 
better employee relationships — is 


most of all just more plain old-fash- 
ioned work.” 

Mr. Johnson was followed by 
Charles MacCallum of Dow Chemical 
Company, who told “The Story of Joe 
Slow and Bill Smart.” A report by 
Colin H. Bayley of Laundry, Dry 
Cleaning & Textile Laboratory on the 
activities of the Ottawa laboratory 
closed the day’s business session. 

Folk songs and dances French- 
Canadian style sparked the evening's 
reception, dinner and dance. 

The last day’s schedule started with 
a showing of a public relations film, 
“Ferland’s—Quebec.” Alec M. Starko 
of Page, The Cleaner & Furrier, Ed- 
monton, Alta., followed with a speech 
on how planned production can pay 
off. Charles B. Truxal, executive secre- 
tary of Ohio State Association of 
Cleaners & Dyers, wound up the ses- 
sion with a discussion of fabrics. 

Officers of the CRI for the follow- 
ing year are: George A. Proulx, Mon- 
treal, president; W. S. Richardson, 
Sherbrooke, Que., vice-president; C. A. 
Brukes, Calgary, Alta., second vice- 
president. E. W. Finlayson was re- 
appointed secretary-treasurer. 

Following a timely invitation— 
“CRI Is Yours, Use It’—by Mr. Fin- 
layson and a panel discussion of 
“What About the Charged System?” 
the convention closed. # # 
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LAUNDRY OWNERS TELL US... 


"The Huebsch Washer is 1 
better because of the 
bigger drop—37 inches!” 


assures a good 
Washing job, even on 
very soiled wash 


3 Types of Controls 


AUTOMATIC (shown above)—Automatically runs through 
a set formula of three suds and three rinses to comple- 
tion. Number of suds and rinses can be varied to suit 
specific needs. Supplies must be added. Semi-automatic 
and Manual controls also available. 


GET ALL THE FACTS on how Huebsch Washers can 
profitably fit into your laundry operations. Write for 
details. No obligation, of course. 


37” DROP 


HUEBSCH MANUFACTURING COMPANY, 3775 N. HOLTON ST., MILWAUKEE 1, WIS, 
Division of THE AMERICAN LAUNDRY MACHINERY CO. 


@ Laundry owners report the bigger drop in 
the washing cylinder, a full 37 inches, gives the 
Huebsch Washer a big advantage over the 
standard 28-inch, 30-inch, or even 36-inch 
diameter washers. The Huebsch Washer has a 
50-pound capacity, ideal for handling small and 
medium sized loads. Excellent mechanical ac- 
tion, plus the 37-inch drop, means even badly 
soiled clothes are easily cleaned. 

Look at the washer’s features and you'll see 
they are typically Huebsch... simple in design, 
yet built so sturdily of stainless steel you can 
expect years of economical, untroubled service. 


Low initial cost. Low operating cost. 
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KEY POSTS in Pacific Northwest joint group will be held by these officers (left to right) 
Harold Tomlinson, Bob Hammond, Don Speliman and Howard Keeler 


Northwesterners Meet 


At Spokane 


THE THIRD DIMENSION of dry- 
cleaning iS public rt lations, according 
to William L. Brown, director of pub 
lic relations for the National Institute 
of Drycleaning. In a speech at the 
Pacific Northwest Launderers and 


Dry Cleaners Convention at Spokane, 
Wash., Mr. Brown advised that good 
relations with employees will reflect 
favorably in a business by ensuring 
that the employees will make a good 
impression on the community. 


The Ridpath Hotel was convention 
headquarters for the 250 delegates 
and guests from the Pacific Northwest 
who attended the meeting on May 
13, 14 and 15. Timed to coincide with 
the festivities of Spokane’s annual 
Lilac Parade, the meeting was called 
to order by President Mel Porter of 
Spokane. 

A technical discussion of the prob- 
lems of the charged system was led by 
John Gray, Adco, Inc. He reviewed 
the problem of maintaining the proper 
mixture of water and detergents and 
explained a new system of determin- 
ing moisture content. Another fea- 
tured speaker at the convention was 
George Isaacson of American Institute 
of Laundering. His topic was “Chang- 
ing Trends and Opportunities.” 

Members elected Bob Hammond, 
Tacoma, president and Dr, Carl von 
Harten, Vancouver, B. C., vice-presi- 
dent. Howard Keeler, Seattle; Don 
Spellman, Tacoma, and Howard King, 
Tacoma, were reelected treasurer, sec- 
retary and assistant secretary, respec- 
tively. The new sergeant-at-arms is 
Harold Tomlinson of Seattle. 

Besides watching the extravagant 
Lilac Parade, members enjoyed golf 
at the Manito Golf and Country Club 
and the annual banquet. Next year’s 
convention is slated for Tacoma. # # 


AT DENVER BANQUET, left to right: Stan Blehschmidt, president Nebraska cleaners; Edwin Pearce, president All; Mrs. John Hollingsworth; John 


Hollingsworth, All director; Bud Stine, retiring Mountain States Cleaners 


president; Frank LeRoy, Mountain States secretary 


Mountain States Meet at Denver 


rHE FOURTH JOINT annual con 
vention of the Mountain States Laun 
dry Association and the Mountain 
States Dry Cleaning Association was 
held May 14 and 15 at Denver, Colo 
rado, This year the convention pro 
gram spotlighted drycleaning prob- 
lems, with speakers for the most part 
recognized authorities on drycleaning 
subjects, At the big Saturday-night 
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By LOU BELLEW 


banquet 162 delegates were served, 

The convention got off to a good 
start Friday noon at the luncheon 
with a welcoming address by the 
Honorable Quigg Newton, Mayor of 
Denver, who presented Edwin W., 
Pearce, president of the American In- 
stitute of Laundering, with a plaque 
containing a silver dollar from Den- 
vers famous mint. Mr. Pearce re- 


sponded with a travelog all his own 
on the virtues of Greensboro, North 
Carolina. (It might be added there 
was some mention made of the AIL.) 
Mr. Pearce as luncheon speaker was 
the high point of the convention. 
Bethel Fox of the University of 
Texas gave a truly outstanding talk on 
fabrics, and sample swatches of the 
various new fabrics were passed 
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Butler Big-Flo filter is another profit-making 
unit in Mr. Streder’s AYR-MOR installation. It elim- 
inates messy cleanout, saves galions of solvent. 


“Spotting cut from 


30 to 2 garments per load 


with our BUTLER 


says Bud Streder, owner, One-Day Cleaners, Springfield, Ill. 


“We used to spot 20 to 30 garments 
in each load with our conventional 
unit, but with our Butler AYR-MOR 
two-bath unit, we seldom spot more 
than 2 or 3 garments per load. 


“One man easily handles up to 600 
Ibs. of clothes in an 8-hour day. And, 
the same man has enough time be- 
tween loads to do necessary spotting, 
clean hats, and help on rush jobs. 

“Our Butler AYR-MOR practically 
eliminates wasted time. Even the 
cleaner’s lunch hour is used because 
he can start a load and let the 100% 
automatic AYR-MOR do the job. 

“I figure the Butler AYR-MOR will 


quickly pay for itself in labor-cost 
savings alone — plus giving me more 
time to devote to management of 
my business and increasing my prof- 
its,’ Mr. Streder reports. 


Get the complete story from your 
Butler man on how the AYR-MOR 
synthetic unit can minimize your 
operating costs ... speed service to 
your customers . .. reduce spotting 
... and turn out better quality work. 
Available in standard or two-bath 
models, both fully automatic. Write 
today for name of your nearest 
Butler representative and informa- 
tion by mail. 


No matter what cleaning equipment you need—CALL BUTLER FIRST! 
BUTLER MANUFACTURING COMPANY 


7452 East 13th Street, Kansas City 26, Missouri 
Manufacturers of Oil Equipment Stee! Buildings Farm Equipment Cleaners Equipment Special Products 


Factories located at Kansas City, Mo. * Galesburg, Ill. + Richmond, Calif. + Birming 


ham, Ala. + Mi polis, Minn. 


~ 
wey 
ieee, 
4 
f a : 


MORE BANQUETERS, left to right: Jim Rutledge, president Mountain States laundryowners; Mrs. Rutledge; Joe North, Mountain States treasurer; 
Mrs. North; Mrs. Earl Day; Earl Day, new president Mountain States drycleaners 


through the audience Stanley Cibo 


rowski, advertising and sales manager 
for Western Filter Co., closed the first 
day's business session with the nod to 
tor the best coverage 

Morning sess 


ittended, which was accounted for in 


newspapers 
ions were not too well 
part by the desire of many of the 
delegates to shop in Denver's big 
stores, Saturday's morning session fea 
tured John Young of The Davies 
Young Soap Company, who spoke on 
the history of cleaning. Charles Potter 
of Anderson-Prichard Oil Corporation 


zave a short talk on solvents, and Dr. 
Paul Shildneck, Staley Manufacturing 
Co., spoke on starching 


The afternoon session was consider 
ably shortened by the luncheon run 
ning overtime, so after Lou Bellew, of 
Journal and 
NATIONAL CLEANER & Dyer, cut his 


Starchroom Laundry 


usual four-hour presentation to 20 
minutes, the panel discussion got un 
der way with everyone getting into 


the act in a spirited discussion of 


cleaning and laundry problems. 


The evening festivities to wind up 


the affair featured a banquet, one of 
the best floor shows in the history of 
the convention, and dancing into the 
small hours. 

Each of the two Mountain States 
groups acts as host and holds elec- 
tions in alternate years, this meeting 
being the turn of the drycleaning as- 
sociation. New drycleaning officers 
are: Earl Day, Day Cleaners, Mont- 
rose, Colo., president; Harvey Bennett, 
Bennett Cleaners, Greeley, Colo., vice- 
president, and J. S. North, Capitol 
Laundry & Cleaners, Denver, secre- 
tary and treasurer. # 2 
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Approved and listed by the 
National Institute of Drycleaning 


Listed with Underwriters 
Re-Examination Service 


SHELL OIL COMPANY (SHELL 
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BETTER MANAGEMENT 


creased sales efficiency are the answers 


and in 


to signs of recession, the West Virginia 
Launderers and Dry Cleaners Asso 
ciation was told at its thirty-seventh 
annual convention in Charleston on 
May 21 and 22 

James M 


dustries, Inc 


Chisholm of Emery In 
said businesses that seek 
to improve their operations stand to 
build a sturdier trade despite talk of 
cutbacks. Noting the decline in the 
coal industry in the state, Mr. Chis 
holm pointed out that a drop in pur 
chase of new clothes might well result 
in more business for the cleaners and 
would have 
to take better care of their clothes 
About 100 delegates registered for 
the sessions held in 
Daniel Boone Hotel 
ings were held Saturday morning and 


launderers 


pe ople 


Charleston's 


Business meet 


afternoon with a banquet and dance 
following that evening 

S. D. Ward of Ward Cleaners and 
Dyers, Buckhannon, was elected presi 
dent; Omer A. Elam of 


Cleaners 


Cardner's 


Certified 


Charleston, was 


SALES AND PRODUCTION key 
noted the annual meeting of the Cali 
fornia Drycleaners Association, Inc 


at Pasadena. The three-day program, 
held May 28, 29 and 30, was enthusi 
astically attended by 350 members 
from all parts of the state. 


Leading off on sales was P. ¢ 
McCutcheon The Dow Chemical 
Company, with “The Story of Joe 
Slow and Bill Smart.” 
lowed by a panel discussion on route 


This was fol 


sales, counter sales and sales promo 
tion, which was chaired by John 
Brittain, Jr., Monterey Park. Members 
who participated were: Salvin Swan 
son, Sacramento; Bob Shoemaker, Los 
Angeles; Sid Shaw, Encinitas; Joe 
Toffel, Tuscon, Ariz.; C. D. Bax 
stresser, Los Angeles 


On Sunday, May 30, Albert John 
son, trade relations director, National 
Institute of Drycleaning, told “How 
Trade Relations Help.” Tom Frand 
sen, Los Angeles, who is handling a 
television program for the Californi 
ans, told the story “Behind Television.” 
And George DuNah, a director of the 
NID, rounded out this portion of the 
program with a discussion of “Your 
National Institute.” 


The delegates turned to production 
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NEW OFFICERS elected by West Virginia Launderers and Dry Cleaners Association, left to 
right: S. D. Ward, Omer A. Eiam and W. L. Cargal 


Cargal 
of Pilgrim Laundry and Dry Cleaning 
Co., Huntington, was chosen secre- 
tary-treasurer. 

J. C. Bleigh of Weston, retiring 
president, presided over the morning 
sessions at which there was an illus- 
trated talk by Charles MacCallum of 
The Dow Chemical Company. 


named vice-president; W. L. 


A panel discussion on charged sys- 
tems brought out the fact that the 
drycleaning business has progressed 
more in the past three years than it 
did in the previous ten years. William 
S. Hendricks, Bluefield, served as 


afternoon when G. W. 
Boyd, Sanitone Division of Emery In- 
dustries, Inc., asked, “Want More 
Power From Your Manpower?” He 
was followed by a panel on produc- 
tion costs. Led by Otto A. Petri, Long 
Beach, the panel was composed of 
Dave Hirschler, South Pasadena, and 
John Ruby, Fresno. Mr. Petri dis- 
cussed “Cleaning, Spotting and Wash- 
ing’; Mr. Hirschler, “Marking, Check- 
ing and Assembly,” and Mr. Ruby, 
“Pressing.” 


on Sunday 


Elected as new officers were: George 
H. Lobdell, Chico, president; Steve 
D. Carroll, Long Beach, president- 
elect, and Phil Levey, Mill Valley, 
vice-president. 

In his report Garnet C. Bryan, re- 


moderator with the panel made up of 
Karl Johnson of The Davies-Young 
Soap Company; Dr. J. C. Alexander 
of Adco, Inc.; Ken Conroy of Caled 
Products, Inc.; George Whitcomb of 
Fry Bros. Co., and Ernie Heidersbach 
of R. R. Street and Co. Inc. 

Ralph Yonke of the American In- 
stitute of Laundering discussed the 
need to screen routemen before hiring 
them and to keep a close check on 
their production. He also went into 
detail about various advertising meth- 
ods calculated to increase business 
and attract new customers. # # 


tiring president, stressed the associa- 
tion’s accomplishments of the past 
year—extensive TV advertising, two 
management schools, an improved in- 
surance program, and extensive show- 
ing of the film “After the Ball Was 
Over.” Because of the growth of Cali- 
fornia’s population, the number of 
new drycleaning plants, and the in- 
crease in association membership, the 
group decided to raise the number of 
directors from 28 to 60. 

Chief social event of the convention 
was the annual banquet. Borrowing an 
idea from the movie industry, the 
group awarded an “Oscar”—a plaque 
given to the member most outstanding 
in association activities in the previous 
year—to Clay Lewis, San Diego. # # 


NEWLY ELECTED officers of the California group, left to right: Phil Levey, Steve D. Carroll and 
George D. lobdell 
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to one larger unit 


Permits greater flexibility and classification of loads. 


® The investment in equipment is lower and no special foun- 
dation required. 


*® Greater hourly production because cycle time is less than 
on larger unit. 


® Two 48-ib. Mercury washer-extractor units (96-lb. load 
capacity) with filters, piping, tanks and pumps—com- 
pletely assembled—only $6900.00. These two units will 
do 5000 Ibs. of quality cleaning in a 40 hour week. 


Owen’s Cleaners, North Bay, Ontario, writes: 
“As you know, I installed three of your forty-eight pound 
Mercury Washer Extractors early in 1953. Two of these are 
equipped with Conductivity Controls on a 4% charge and 
the third is used as a rinse machine. 

“We are on a forty hour week and have been regularly pro- 
cessing between four and five thousand pounds with no 
overtime. During Easter Week we turned out seven 
thousand and two pounds from Monday until noon Good 
Friday with only eight hours overtime for our one cleaner. 
“The quality of the work is very high, my spotting and wet 
cleaning departments are handled with care by my eighteen 
year old son, Richard.” 


Mercury Cleaning Systems, Inc. 
1817 Benson Ave., Evanston, Illinois 
Telephone DAvis 8-0710 
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BISHOP CLEANERS—Bishop, California 
(Two—48 Ib. Units) 


LUNGSTRAS CLEANERS—Kirkwood, Missouri 
(Four—36 Ib. Units) 


PORTER'S SOUTH SHORE CLEANERS—-Hammond, Indiana 
(Two—48 Ib. Units) 


GRINER'S CLEANERS—Burbank, California 
(Three—36 Ib. Units) 
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FOR TRAINING WOOL FINISHERS 


By LAURA HERRMANN PORTERFIELD 


PART II: Finishing Ladies’ 
Suit Coats and Long Coats 


Instructions to Trainers 

The instructions given in Part I of 
this Manual, paragraphs | through 5 
ilso apply to the finishing of ladies 


suit coats and long coats 


Most plants today have a steam-air 
machine in this unit and it is very 
important to follow the correct method 
of operating this machine. If you do 
not use whatever adjustments the ma 
chine has, it will not do much good to 
put the garment on the air form and 


just steam it 


1. It is very important that the bag 
of the form be made to fit the gar 
ment, by turning on the air after the 
garment is on the form and then ad 
justing the bag to fit the garment 

Let the new operator try all the ad 
justments on the machine before you 
ever put a garment on it. Be sure to 
explain to her that this machine does 
not finish the garment, but does the 
largest parts of it to prevent shine 
and that it is then easier to touch up 
the garment where it is necessary on 
the press 

In regard to all finishing on the 
utility press be sure that the operator 
is taught to use the fanning motion of 
the head of the press rather than lock 
the machine on the garment 

The garments to be finished 
should be ready for you when the 
pupil arrives In this group vou should 
have straight and fitted full-length 
coats. In the straight-line garments 
you should have both bias-cut and 
full-skirted coats. In the jac kets, there 
should be the fitted as well as the 
new box type. The fitted type will 
need a_ little 
should spend some time with the new 


more work, and you 
operator to be sure she knows how to 


lay the jacket on the buck without 
wrinkling up the top of it 


88 


3. The bag sleever requires some 
explanation to the pupil before you 
start the instructions 

First. be sure the bag is in good 
condition. It will not work correctly 
if there are any tears or worn spots. 
For top efficiency the bag should be 
washed from time to time, according 
to the use of the machine. Lint and 
dust pile on the nylon material and 
make the bag less porous. The tray 
under the arm of the machine should 
be free of clutter 

Demonstrate the use of the steam 
pedal and the air valve before you put 
a garment on the machine. 

Be sure you have all types of sleeves 
on hand to show the trainee. The 


shoulder puff iron should be handy 
to the sleever so she can touch up the 
shoulder head of the sleeve immedi- 
ately instead of having to return the 
garment to the hanger, then later re- 
move it again to do the touch-up work. 

Have a snap clothespin handy to 
fasten cuffs; it is usually faster than 
buttoning. 

One of the most important points to 
remember in using this piece of equip 
ment is to raise the sleeve head so it 
does not rest on the rod or there will 
be a stretched-out area on the sleeve 
just below the shoulder seam. Do 
stress this. 

4. The same maintenance precau- 
tions mentioned above in regard to 


FIG Placing sleeve on sleever 
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olumbia-Southern 


CHLORETHYLENE 


QUALITY 


Manufactured to highest standards, you can be certain 


Columbia-Southern Perchlorethylene is of consistent 


top quality and good stability. 


EXPERIENCE 


Columbia-Southern has been producing chemicals for 


over half a century. Personnel are carefully selected 


and trained. 


FACILITIES 


Columbia-Southern’s Perchlorethylene plant at 


Barberton, Ohio, is among the most modern. 


SUPPLY 


You can always depend on supply because Columbia- 
Southern is the world’s largest merchant producer of 


chlorine, the basic raw material in Perchlorethylene. 


SERVICE 


Distributors have been selected for their alertness, pro- 


gressiveness, and good service. There is one located 
near you. 


DRUM 
DESIGN 


The most practical Perchlorethylene drum devised. 


Saves lifting and struggling; prevents accidents. Can 


be emptied from the top with centrifugal pump. 


COLUMBIA-SOUTHERN 
CHEMICAL CORPORATION 


SUBSIDIARY OF PITTSBURGH PLATE GLASS COMPANY 
ONE GATEWAY CENTER - PITTSBURGH 22 - PENNSYLVANIA 


See Your Distributor Now! 


DISTRICT OFFICES: Cincinnati * Charlotte 

Chicago Cleveland Boston New York 

St. Lovis * Minneapolis * New Orleans 

Dallas * Houston + Pittsburgh + Philadelphia 
Sean Francisco 
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the bag on the sleever hold true about 
the steam-air form. Be sure that the 
adjustment chains or zippers on the 
machine are kept in good condition so 
that they move easily. Watch to make 
sure that the height-control pedal to 


elevate the form, making the bag 


moderately taut, is always in the cor- 
rect position so that the operator does 
not have to use this pedal unless she 
needs to lower the form to get a closed 
garment on it 

lower 
lever, draw out the 


Betore starting, close the 
width-control 


FIG. 3. Finishing collar 


FIG. 4. Finishing front edge 


center control chain and lock it in its 
slot, reducing the bag to its smallest 
size. Open the arm zippers on the bag 
and keep them open for all long- 
sleeved garments. 

The waist control will remain ex- 
panded for all garments except for 
some small-waisted jackets. 


Instructions to Trainees 
Job Breakdown: 


I. Finishing long coats (box-type) using 
steam-air sleever and utility press 


IMPORTANT STEPS and KEY POINTS 


1. Place left sleeve on sleever. 

a. Place body of coat on steamer 
rack. 

b. Grasping sleeve end with both 
hands, pull sleeve up onto sleever arm. 
(See Fig. 1.) 

c. Reach inside head of sleeve to 
pull bag taut, leaving excess bag in 
shoulder of garment. 

d. Have top of sleeve head resting 
on end of steamer rod or slightly over 
edge (use best judgment 

e. Adjust cuff ring on sleever close 
enough to the bottom of sleeve to pre- 
vent stretching of sleeve bottom when 
steam and air are applied. 

f. Fasten all split sleeve bottoms, if 
possible, before steam and air are ap- 
plied. 

g. Air can be applied to sleeve be- 
fore steaming to assist in straightening 
sleeve out. Then turn air off. 


. Steam sleeve. (See Fig. 2). 


a. Apply steam for 20 seconds by 
stepping on foot pedal. 


3. Dry sleeve. 


a. Turn air on to dry. 

b. During drying process push up- 
ward on sleeve by placing right hand 
underneath armpit, and work wavy 
appearance out on sleeve head and 
remainder of sleeve with left hand. 

c. Sufficient drying can be deter- 
mined by feeling of sleeve. 


. Remove sleeve from steamer. 


a. Shut off air. 

b. Grasp top of sleeve head with 
left hand, right hand under armpit, 
and slide off quickly. 


. Place right sleeve on steamer. 


a. For remaining sleeve, adjust body 
of coat on steamer rack, letting 
finished sleeve hang off rack end. Then 
proceed same as for finished sleeve. 


Job Breakdown: 


II. Finishing coat or jacket on 
utility press 


IMPORTANT STEPS and KEY POINTS 
1. Press collar. 


a. Have inside of coat facing oper- 
ator; flatten collar out, working close 
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The famous SEC principles of synthetic dry- 
cleaning offer you features that really mean 
something .. . features that add up to profits. 
Get all details on SEC and compare—you'll 
agree that SEC gives you more. Here are 
two of the many SEC features that will 
make your pockets bulge with cash. 


100% Effective Cleaning 
In 1 The Time 


With SEC’s exclusive “‘turbulent agitation” 
garments are 100% immersed at all times 

never half-in and half-out of the solvent. 
Clothes come cleaner and brighter in one- 
half the ordinary time. With SEC's overflow 
and drain system, the clean solvent flows 
in at the bottom of the tub and the dirty 
solvent flows out at the top... thus clean- 
ing more thoroughly and minimizing redep 
osition. And with SEC you wash and extract 
in the same basket. There is no weighing of 
loads. And, its 900 rpm extraction rate is 
just one more reason why SEC cleans faster. 


Finest 
Filtration System 
In The World 


SEC’s filtration is effi- 

ciently handled by tne 

work-saving SEC-Olson 

Filter, a tubular type with 

CLEANING SYSTEMS 3,000 gallon capacity. 

aa Cleaning is simple, easy 

SEC-o-matic Corp., 55 La France Ave. — and fast. Requires no 

Bloomfield, N. J. _ lengthy shutdowns, no 

pk scraping, and no hard 

work. Just set the controls 

and the work is done 
automatically. 


A General Precision Equipment Corporation Subsidiary 


Sales and Service Offices in All Principal Cities 
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to mall end of buck press collar flat ; sleeve is hanging off center ot buck, 
On a long collar two lays may be The next article will take up remainder of coat lying horizontal with 
necessary. (See Fig. 3 the finishing of ladies’ jackets buck. 
and coats, using a unit consist- — 
ing of a steam-air machine and - Finish loft back lay. 

a. Shift coat over and downward on 


a utility press. 
b. Place left front shoulder over 4. buck until small end of buck is under 


small end of buck, angling coat in neath top of left back shoulder. Coat 
such a manner as to cover as much of 3. Finish left front lay. sometimes works best at an angle. 
left front shoulder as possible 

He ure sleeve head is off end of 


2. Finish left front shoulder 


a. Remove collar from press 


a. Turn coat horizontal with press, }. Finish right back shoulder. 
having front edge of coat close to back Shift coat over to right side. Then 
edge of buck, with previously pressed proceed same as for left 
d. Steam from buck front shoulder off small end of buck 
e. Straighten garment on buck b. Steam, straighten and finish. . Finish right underarm. 


lower head and use fanning motion a. Pull coat toward small end of 
4. Left underarm lay. buck. Then proceed same as for left. 


vacuum to dry a. Shift coat to position where left 


i As he ad 18 being raised apply 


. Right front shoulder lay. 
— a. Shift coat from operator, push- 
ing bottom of coat completely off buck, 
angling top of coat on small end of 
@ @ ' a j PROMISE buck to cover as much as possible of 


right front shoulder. 


by the wheelbarrow-load! 


. Full right front edge. (See Fig. 4). 
Bul PRE-MARKED a. Reach over buck with left hand, 
pulling bottom right front edge of coat 
STRIP-T onto press. 
AGS b. At same time pull coat toward 


f small end of buck with right hand to 
have previous pressed front shoulder 


will your profits offend of buck. 


b tt ; h | c. Have right front edge of coat 
y cutting marking ae) close to front edge of press. 
o | 


and chee hi ing costs to 10. Finish right lapel lay. 

a. Push bottom of coat off press 
with left hand. Grasp top lapel edge 
with right hand and take coat back 
over and under end of buck, bringing 
inside of coat lapel up and laying flat 
from small end of buck. 

b. Make a small lapel lay and press 
edge ot collar 

c. Finish with steam, fanning of 
head, and vacuum 


Bright Messy Pads and Meashines 11. Finish left lapel. 


a. Grasp center of collar with left 


Colors! hand, bringing coat to front of press, 
Lot (unit) 400 COLOR NUMBER COMBINATIONS | placing at large end of buck. Place 


lapel inside up, then proceed same as 


numbers $350 Box (colors) » $30 Box (white) | __ for right lapel. 


t in ea. color a 
J ° 40 NOTE: On fitted coats it is sometimes 


; . numbered necessary to do the top of the coat on a 
6 Tags to the strip 1,000 Strips to the Box, 001t01,000 | mushroom puff iron, if it will not lie 


without wrinkling on the regulation 


while the shoulder part of the garment 


Finishing Linings 


Let TOKEN TAGS | If the lining is at the bottom, 


it can very easily finished on the 
press. Use the same procedure of lays 
as on the outside of the coat. 

On fitted. coats and jackets, and 
when the lining is sewed to the bot 
tom and must be finished by a hand 
iron, use your water spray gun as 

32321 ji, San Die | recommended in the Silk Finishing 
PRE- MARKED STRIP TAG 60. 8°, Manual, and use a dry iron (no steam) 
Calif...P. O. Box 2430 ini 


to finish the lining. 7 # 
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The Humidistat—This unit can be placed 


simple pointer knob that is easily set to 
the desired relative humidity . . 


Now...for the first time...you can have 


accurate, 
humidity control 


of charged dry cleaning systems! 


NY you can do away with an old dry cleaning 
bug-a-boo—poor humidity control. Honeywell 
has a new electronic humidity control system that is 
completely automatic and completely accurate. No more 
guesswork ... and no more shrinkage losses! 

Here are the features of the new Honeywell system 
that assure proper humidity control . . . 


e You set a convenient knob and the Honeywell sys- 
tem automatically controls your water addition. Just 
set it and forget it! 


e The sensing element is in the vapor, not the solu- 
tion. True humidity can only be measured in the vapor. 


e The gold leaf grid sensing element will sense and 
control relative humidity within ‘4 of 1% of the de- 
sired amount, regardless of the percent charge. 


112 offices across the nation H 
wow 


any convenient location. It features a 


. and it's 


The Sensing Element—It consists of a 
gold leat grid embossed on plastic. The 
electrical resistance of the element changes 


@ It works equally well in Stoddard or Perchlorethy- 
lene solvents. 


© It's a fail safe system—it limits the amount of water 
that can be admitted, regardless of power failure or 
malfunction. 


e This is not an indicating system but an automatic 
control system. 


For complete information on this Honeywell elec- 
tronic humidity control system, ask your soap or washer 
manufacturer . . . or write Honeywell, Control Device 
Division, Dept. ND 7-142, Minneapolis 8, Minn. 


Honeywell 
Fouts 


The Electronic Relay — This is the “brain” 
of the system, It receives minute electronic 
signals from the grid and humidistat . . 


easy to install, needing only a low voltage 
wire to the grid and the relay 
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with the slightest change in humidity. It 
gives immediate response, and controls to 
within }2 of 1% of the desired humidity. 


reacts instantly to these signals and opens 
or closes a standard Honeywell magnetic 
valve controlling the water supply 
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New LCATA Officers: At their recent 


Silver 


Laundry and Dry Cleaners 


Machinery 
Manufacturers Association was merged 
Laundry and Cleaners Allied 


with the 


| 
MORRIS LANDAU | 


ASSOCIATION NOTES 


Jubilee Joint Convention, the 


rrades Association, adopting the lat- 
ter name. The following officers were 
elected: G. W. Boyd, president; Mor- 
ris Landau, secretary, and Nils S. 
Dahl, treasurer. 

Mr. Boyd has been a member of 
the LCATA board of directors since 
April 1952 and succeeds F. H. Ross, 
Jr., as president of the LCATA and 
B. O. Gottry as president of the 
former L&DCMMA. Mr. Boyd is 
sales manager of the Sanitone Division 
of Emery Industries, Inc., Cincinnati. 
Morris Landau, newly elected secre- 
tary, has served on Association com- 
mittees, and succeeds William 
Schleicher. He is secretary and treas- 
urer of Cummings-Landau Machinery 
Co., Inc., Brooklyn, N. Y., and presi- 
dent of Columbia Laundry Machinery 
Co., Inc., Columbia, Pa. 

Nils Dahl was reelected treasurer 
of LCATA, a post he has held since 
1936, during which time he has 
served on the board of directors. Mr. 
Dahl, general manager of John T. 
Stanley Co., Inc., New York, recently 
completed his fiftieth year in the soap 
business 


# # 


New Local Association: Twenty-five 
owners of South Oakland 
Mich., drycleaning businesses have 
formed a new association. The group 
plans to adopt a permanent name be- 
fore long. 
Officers are 


County, 


Farrell Rose, Hi-Tone 
Cleaners, president; Barkey Keslarian, 
Royal Oak Cleaners, vice-president; 
|. W. Knotts, Berkley Cleaners, secre- 
tary; Art Katowski, Vagabond Clean 
ers, treasurer; Ted Porter, Donovan 
Cleaners, advertising chairman; Lester 
Allen, Fernwood Cleaners, alternate 
executive board member, and R. Rob- 
bins, Robbins Cleaners, chairman of 
the bylaws committee. 


# # 


Spring Clinic in Illinois: In spite of 
bad weather, almost 200 people at- 
tended the spring clinic of the Illinois 
State Dry Association on 
May 2. The Cramer's Master Cleaners 
plant in Elgin was the scene of the 
activity. 

Laura Porterfield demonstrated fin- 
ishing cottons for summer, while 
cleaning room techniques were ex- 
plained by Bob Ross, R. R. Street & 
Co. Inec., and Randall Mitchell, Olson 
Filtration Engineers, Inc, Classes got 


Cleaners 


under way about 9:30 a.m., and while 
waiting for luncheon the crowd took 
advantage of the time to speak with 
Mrs. Porterfield, Al Graham _ of 
Street’s, George Schlemon of U. S. 
Hoffman Machinery Corp., and the 
other members and allied tradesmen 
who helped make the program a suc- 
cess. 

It was also announced that the as- 
sociation gained 10 new members at 
the clinic. 


Canadians Hold Press Night: Sixty- 
two people, including 21 members of 
the local press, met at a dinner held 
by Niagara District, Dry Cleaners In- 
stitute (Ontario). Among the mem- 
bers who attended were Jack Snitzer, 
past president; Harry Fotheringham, 
first vice-president, and Bert Ellis, sec- 
ond vice-president. 

According to reports, “Press Night” 
was an outstanding success, resulting 
in extensive editorial comment that 
added to the prestige of the industry 
and was informative to the public. 


# # 


Management Conference: A _ field 
management conference to be held in 
Raleigh, N. C., at the Sir Walter 
Hotel on August 14 and 15 has been 
announced by R. E. Kizer of Ashe- 
boro, president of the North Carolina 
Association of Launderers and Clean- 
ers. 

A three-man team from the Na- 
tional Institute of Drycleaning will 
conduct the intensive course. Produc- 
tion management will be handled by 
William B. White, in charge of indus- 
try relations for NID; supervision will 
be in charge of J. B. Dalgliesh, indus- 
trial psychologist; cost-control discus- 
sions will be led by Clarence G. 
Pierce, instructor in management and 
general courses. 


# # 


Pittsburga Sectional 
first sectional educational program 
meeting of 1954, held recently in 
Pittsburgh by the Pennsylvania As- 
sociation of Dyers and Cleaners, at- 
tracted over 200 people. Jack Cran- 
dall presided over the morning pro- 
gram, at which Johne Parsley, senior 
research fellow at Philadelphia Tex- 
tile Institute , discussed drycleaning 
and spotting of “miracle” fibers. Sher- 
wood Rinn of Detroit took over the 
lecture platform to discuss silk finish- 


Meeting: The 
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TO QUESTIONS 


ON DRY CLEANING 


«++ THAT MAY SOLVE A PROBLEM FOR YOU 


use a 4 per- 

cent charge soap, # \Py 
two bath process. | 
My stillfoamsaftera | 
few loads of solvent | 
have been distilled. 


What can | do to 
prevent foaming? 


A. We suggest one of the following: 
1. Reduce steam pressure to 38-40 
Ibs. 


2. Inject a slow stream of air in 
bottom of still. (Be sure air pressure 
is not over two pounds.) In most 
cases this will break the foaming. 


3. Drain residue from still into 
empty solvent drum every two or 
three loads. Probably foaming will 
not occur if still is kept clean and 
steam pressure is not over fifty or 
fifty-five pounds. Accumulate 
drained off material and rework it 
when convenient to remove valu- 
able solvent. 


4. Perhaps the diameter of your 
still is too small. If so, try a larger 
still, not less than twenty inches in 
diameter. Usually small stills are 
not suitable for handling solvent 
containing large amounts of soap. 
(Also, see answer to Question #3.) 


cleaned. What causes this? How can ! 
overcome it? 


Q.some light col- 
cored garments 
show streaks 
and swirls after 


A. In most cases streaks are caused 
by the presence of lubricating oil 
in the solvent which cannot be 
removed by activated filter powder. 
This can be expected if you are 
operating without a still, or if you 
do not use the still often enough to 
remove these oils. 

The best way to avoid streaks is 
with a still. However, you can re- 
move much of the oil by extracting 
the darker loads very lightly, since 
these loads do not show streaks. 
The drying operation will recover 
the solvent and the extra oil re- 
maining in the dark garments should 
not be objectionable. 
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Q. | use the 4 
per cent charge 
soap, two bath 
system. After the 2) 
strong soap 


treatment | ex- KY 


tract four minutes, rinse three minutes, 
then extract six minutes before recovery- 
drying. Are these extraction times 
proper? 


A. Our experience shows that a 
longer extraction time of the strong 
soap solution is desirable. An extra 
three minutes will remove more 
solvent and soap. This not only 
saves soap, but reduces the amount 
that must be rinsed out. The six 
minute extraction after rinse is all 
right since the solvent will be re- 
covered anyway during the re- 
covery-drying operation. 


Q. My unit has 


built-inrecovery- 
drying equip- 
ment. Toincrease 
production 
bought a sepa- 
rate recovery- 
drier. My solvent al 
cost has gone higher instead of lower. 
Can you help me? 


A. Many things could account for 
this, but we suggest you do the 
following: 


1. Be sure that the dampers and 
valves on the cleaning machine are as 
tight as they were when you dried 
in the machine. 


2. Clean the lint screens on your 
new recovery tumbler at least every 
three loads. 


3. Examine and clear condenser 
in recovery tumbler at least every 
three months. 


4. Check drying efficiency by 
weighing the load after extraction, 
after recovery-drying (but before de- 
odorizing ), and after complete drying 
and deodorizing. If garments are 
not dry before deodorizing, you are 
losing considerable solvent during 
deodorizing. 


5. Be sure that the dampers on your 
new recovery tumbler are tight 
when closed. 


DU PONT 
PERCLENE 


FOR DRY CLEANING 


You get fast, sure dry cleaning at 
lowest possible cost with Du Pont 
“Perclene’’ Perchlorethylene. 
This top-quality solvent is made 
especially for the industry by the 
pioneer manufacturer of synthetic 
solvents for dry cleaning. Widely 
used throughout the trade, it 
combines non-flammability and 
high purity with the effectiveness 
you need to meet all demands of 
modern cleaning. 


DuPont Dry Cleaning Service 


As always, DuPont is ready to 
help you with all phases of your 
cleaning program. We'll be glad 
to show you how to get the most 
from your dry cleaning unit .. . 
how to maintain maximum effi- 
ciency. Having pioneered the field 
of dry cleaning solvents, we're in 
an ideal position to pass tech- 
nical ““know-how”’ along to you. 
Just get in touch with your 
Du Pont ‘Perclene’’ Distributor 
for this expert service, or write to: 
E. 1. du Pont de Nemours & Co. 
(Ine.), Electrochemicals Depart- 
ment, Wilmington 98, Delaware. 


THE SIGN OF 
QUALITY DRY CLEANING 


PERCLENE 


PERCHLORETHYLENE 


Ask your “Perclene” distributor 
how you can display the 
Du Pont decal to help you 
build customer confidence 


Better Things for Better Living 
through Chemistry 


PERCHLORETHYLENE 
CLEANING a 
with 
: 
9 
5 


mig rit ( 


manager 


Me ute heon sale s 
of Dow Chemical Company 
told “The Saga of Joe Slow and Bill 
Smart 

The afternoon session, held at the 
Edgewood Cleaning Company plant 
featured demonstrations of dryclean 
ing, spotting and silk finishing, Over 
t hundred people attended the ses 
sion, while the rest remained at the 
Hote! William Penn, headquarters of 
the event, for a panel on sales, mod 
erated by Mr. McCutcheon and fea 
turing Pennsylvania members 


NCA Meetings: Many of the nearly 80 
Nassau County, N. Y 
Neighborhood 
ittended the June 9 meeting in Hemp 
tead. Dr. Samuel Machlis of Stam 
ford Chemical 


members of the 


Cleaners Associations 


Company discussed 


The ot 
ing 

The first annual dinner of the 
Buffalo, N. Y., chapter of NCA was 
held on May 12. More than 80 mem- 


bers allied tradesmen and wives at 


Moisture in Dryclean- 


tended. The following members were 
clected to office 
dent; John Cucinotta, first vice-presi 


Marvin Gross, presi 


dent; Robert King, second vice-presi 
dent; Robert Huston 
Anthony Palermo, treasurer 


secretary, and 


Local Elections: New officers of the 
Association of Laundries and Dry 
Cleaners of Greater Greenville (S. C.) 
are: D. H. Touchberry, president; 
W. R. vice-president; Bob 
Welborn, secretary-treasurer. Directors 
are: B. Jack Foster, R. B. Thomason, 


Brown, 


Next Management Course: Announce 
rie nt ha Deen made ol a four week 
NID Management Course, to be 
July 6-30. A 


will cove 


nven 

in the past this course 
production management 
effective presentation supervisory 
technique ind business administra 
tion. ‘The 


stucle rit 


registration fee, $275 per 
covers all materials and text 
books used in the course. To keep in 
dividual participation and attention 
it a maximum, the course is limited 
to 24 students 

Registration information is avail 
ible from Miss Edna Michelsen 
Registrar, National Institute of Dry 


cleaning, Silver Spring, Md. 


Finishing Courses: Iwo 2-week 
courses, one in silk and one in wool 
finishing, were recently completed by 
students at the NID 

Here are the 12 graduates of the 
silk finishing course: Catherine Mar 
Baton Rouge, La.; Ruby 
Harper, Silver Spring, Md.; Josephine 
FE. Miller, Newark, Del 


Baton 


hiatay al 


Sam Maggio, 
Rouge La John M 
O Connell, Philadelphia; Edward 
Leonard Sugg, Greensboro, N. ¢ 

l (;. Houston, Jr., Decatur, Ga 
©. H. Collie, Durham, N. ¢ 
W. Venara, West Hartford, Conn.; 
William B. Catron, Maysville Ky 

Dan Crocker St. Thomas, Ont., 
Canada, and Lewis J. Meyer, Casper, 
Wyo 


Che following students were gradu 


Joseph 


ated from the wool finishing course 
R. D. Myers, Clinton, Okla.; William 
B. Catron, Maysville, Ky.; Theodore 
Anderson, Washington, D. C.; Ray- 
nald P. Larochelle, Biddleford, Me.; 
John W. Cavanaugh, Nurnburg, Ger- 
many; Richard J. Irvine, Sioux Falls, 
S. D.; Dan Crocker, St. Thomas, Ont. 


Canada 


Dr. Lyle Visits Lowell: A hundred 
juniors at Lowell Textile Institute 
heard a lecture on May 18 on the dry- 
cleaning industry 

Dr. Dorothy Siegert Lyle, NID di- 
rector of consumer relations, showed 
some current fabric examples to illus- 
trate how various phases of textile 
goods production must be controlled 
so that fabrics will be serviceable in 
use and cleaning These examples in- 
cluded: fibers and fiber blends, yarn 
construction, printing, 
fabric finish, and garment design and 
fabric combinations, Dr. Lyle also 
spoke of the purpose and function of 
the NID and its research program, 
Then she described step-by step the 


dyeing and 


processes of cleaning wearing apparel 
and household items 


# 


Technical Bulletins: NID has done 
considerable research work on using 
the charged system in perchlorethyl- 
ene. Several products have been used 
in both %4 percent and 4 percent con- 


centrations. Technical bulletins Nos. 


Ernest Pittman, Carl Meyers, Mahlon 
Pope, Jack Meroney and Raymond 
Briggs. 

Houston (Tex.) Launderers and 
Cleaners Exchange has elected Fred 
Page president. Abe Kaufman is first 
vice-president and Frank Shepherd is 
second vice-president and publicity 
chairman. The secretary-treasurer and 
are H. B. Spring 
field and Dan Brown, respectively. 


executive secretary 


West Pennsylvanians Meet: The West- 
ern Pennsylvania Retail Dry Cleaners’ 
Association held its annual spring din- 
ner dance on April 26. Past President 
L. K. Heller and Secretary Nathan 
Siegman were awarded certificates of 
honor in appreciation. of their services 
to the organization. 


T-325 and T-327, “The Charged Sys 
tem in Perchlorethylene,” describe 
this work. 

“Imitation Leather” is the title of 
No. T-326 in the series of technical 
bulletins prepared by NID. In deal 
ing with imitation leather trimmings 
and jackets, the bulletin indicates that 
NID tests have shown that the imi- 
tation leather stiffens in drycleaning 
and that the jacket linings shrink in 
wetcleaning. It is recommended that 
cleaners accept these garments at the 
customer's risk. 


# 
+ 


Chemists Meet at NID: The Wash- 
ington (D. C.) Section of the Ameri- 
can Association of Textile Chemists 
and Colorists held its last meeting of 
the season on May 9 at the National 
Institute of Drycleaning, Silver Spring, 
Md. George P. Fulton, NID director 
of research and a member of AATCC, 
acted as host and presided at a sym- 
posium on “The Cleaning of Textiles.” 

Speakers were: Dr. Anthony 
Schwartz, Harris Research Laborator- 
ies, Washington, D. C., whose subject 
was “Some Principles of Detergency”; 
Albert R. Martin, senior research 
chemist at NID, speaking on “Dry- 
cleaning of Textiles”; Dr. Suzanne 
Davison, U. S. Department of Agri- 
culture, who discussed “Some Prob- 
lems in Home Laundering.” 

The symposium was followed by a 
tour of the NID research laboratories 
and the Institute cleaning plant. 
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The newest filtering principle— 
combined with filter “blow-down.” 


Cleans 50 loads on one precoat. 


AMERICAN TRUCLEAR FILTER 


For Class Il and Ill Petroleum 
Solvent (4000 or 5000 GPH) 


Never before has there been a filter so efficient— that easy~no backwash, no sludge, no scraping. 
so easy to clean. Exclusive Up-Flow filtering keeps 
solvent in perfect condition at all times. Precoat- 
ing is evenly distributed over all filtering areas. 
There is no unused and wasted slurry at the bottom 
of filter case. 


Put Truclear Filter to work in your plant—using 
your present cleaning equipment. Write today for 
Bulletin BM223-002, or call in your American 
Representative. 


Filter cake is dried automatically at the end of 


each days run with air pressure “blow-down.” You can depend on your American Rep- 


resentative’s advice in your selection of 
equipment from the complete American 
Line. Backed by our many years ex- 
perience in planning and equipping dry 
cleaning plants, he can help solve your 
production problems, Ask for his spe- 
cialized assistance anytime. 


Next morning you just add solvent—no bothersome 
precoat formula to figure out. 50 or more loads 
can be cleaned on one precoat. 


At cleaning time, halves of filter case are sepa- 
rated. and dried filter cake tapped off. It’s just 


Mail Coupon Today! 
ALM-126-A 
The The American Cleaners Equipment Co. 
Cincinnati 12, Ohio 
M [] Please send Truclear Filter Bulletin BM223-002. 
}] Have American Representative call. 


CLEANERS EQUIPMENT CO. 


Cincinnati 12, Ohie Division of the American 


Name__ 

Firm____ 
Address_ 
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RINSE-STORAGE TANKS are made from two 
55-gallon drums hooked up in tandem and 
connected to washer by means of flexible 
hose to overcome effects of vibration. Both 
tanks should be vented and some provision 
made for possibility of their overflowing 


Inexpensive 


aise Tanus 


ee 


Tank 


RESISTANT HOSE 


40 ih WASHER 


VALVE 


7, 


Tank 


¢ 


WASH, BETRACT & OumeP 
TO Sum? Tann 


2- Rinse, ExTRacr, 
TO RINSE TANK 


Ohio cleaner switches to two-bath system at cost of only $125 


MANY SUGCESTIONS FOR CON- 
VERTING cleaning units to the two- 
bath system have been prese nted dur 
ing the past year. The latest comes 
from Martell Cleaners of Ashtabula, 
Ohio 

Plantowner Joseph Martello con 
verted his 140° F petroleum unit to 
the two-bath system after becoming 
interested in its possibilities at the Na 
tional Institute of Drycleaning con 
vention held in Cleveland in 1953 

The unit at the Martell plant is of 
the 40-pound, two-pocket variety and 
was converted at a cost of approxi 
mately $125. This figure would prob 
ably run a few dollars higher if each 
and every prece had to be purchased 
and installation costs were included 

The most expensive items required 
were the two quick-action, shut-oft 
valves ($44) and the 150-gallon stoi 
age tank for used rinse solvent ($30) 
The welded metal bracket to hold the 
rinse tanks overhead and out of the 
wavy cost $14; the length of 1%-inch 
solvent-resistant hose ran to $8, and 
other galvanized piping required 
amounted to between $5 and $20. In 
addition, the conversion required two 
55-gallon drums, a pump and a %4-hp 
explosion-proof motor which the plant 
had on hand and did not need to pur 
chase 
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By HENRY MOZDZER 


The accompanying photos and dia- 
gram show the completed installation. 
The garments are loaded into the 
drycleaning unit and run through the 
regular cycle in the charged solvent. 
This solvent is then dropped to the 


WORM'S-EYE VIEW shows (1) cut-off valve on 


sump tank in the base of the machine 
and the load extracted. Extractions 
are also dropped to the sump tank. 

The next step calls for rinsing the 
load with clear solvent. In this par- 
ticular case, the controls are set for 
“Hold” so there is no danger of mix- 
ing the clear solvent with the charged 
solvent. 

The valve which controls the flow 


line leading from washer to used-rinse-solvent 


tank in basement; (2) hose which carries new solvent to pump, there to be lifted to overhead 
rinse tanks. That's a 150-gallon still just visible at center of picture 
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keeps your 
solvent cleaner 
at lower cost 


@ Most color removal 

@ Most fatty acid removal 

@ Least soap loss 
NORIT The World's Best 


Activated Carbon for charged systems. 


L.A. SALOMON & BRO. 


216 Pearl St., New York 38, N. Y. 


CONSULT 
The 


GUIDEBOOK 
of the 


DRYCLEANING 
INDUSTRY 


(your regular 
APRIL issue) 


for 


Complete 
Year ‘round 
Buying 
Information 
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of clear solvent from the overhead 
rinse tanks is then opened manually 
and the rinse solvent is admitted to 
the washer. According to Mr. Martello, 
the rinsing process requires between 
10 and 15 gallons of clear solvent, de- 
pending on the load. The operator will 
be able to judge the requirements 
fairly accurately after he has gained 
some experience with the installation. 

When rinsing is completed, the 
drain valve at the base of the washer 
is opened manually and the rinse sol- 
vent permitted to flow into the 150- 
gallon used-rinse tank located in the 
basement. Following the extraction 
cycle this valve is closed and the unit 
is again ready for the charged solvent. 


Checks and Cautions 

Experience gained at the Martell 
plant indicates that the charge con 
centration needs to be checked (using 
a standard test kit) about two or three 
times a week and after each “make-up” 
when new solvent and soap are added 
to replenish that removed by the gar- 
ments. The number of make-ups will 
depend on the amount of work proc- 
essed, The Martell plant operates on a 
250-order lot, handling on an average 


of two lots a day, and finds that the | 
charge has to be made up about twice | 


a week. In making up the charge, the 
moisture stock is added to the soiled 
garment load a little at a time rather 
than being dumped in. 

To keep the charge in shape Martell 
makes a practice of adding approxi- 
mately one pound of sweetener pow- 
der to every load, but if the fatty acid 
count shows signs of buildup, the 
cleaner alternates using regular filter 
powder on one load and sweetener 
powder on the next until the condition 
is corrected. 

In addition, the charged solvent is 
kept in condition by adding activated 
carbon to the system about twice a 
week—using about 4% pound on each 
occasion. Following these precautions, 
the Martell plant finds it unnecessary 
to distill its charged solvent and never 
does. 

As for the rinse solvent, it is usually 
distilled when the supply in the over- 
head storage tanks starts getting too 
low. The solvent is pumped up to the 
still and passed to the overhead tanks. 

The Martell plant prespots all gar- 
ments, using a “fog spray” which it 
finds highly desirable. Fog spray uti- 
lizes synthetic detergent mixed with 
water and is applied to the garment 
under pressure through a fine nozzle 
so that it hits the garments as a mist. 
Between this device and the charged 
system, the Martell plant says it has 
knocked its wetcleaning “down next 
to nothing.” And spotting “has been 
reduced considerably.” # # 


FREE 
MOTHPROOFING 
IS 

WONDERFUL 
FOR 
BUSINESS 


AND 
YOU CAN 
AFFORD TO 
OFFER IT! 


1/20 OF A CENT PER 


charged type d 
mothproofing! Work 
well 


2642 LOCUST e ST. LOUIS 3, MO. 


NORIT 

st 

ties 

and faster . . . eliminates objec- 
 tionable odors. Used in the wheel 
_ saves soap, labor, gives higher 
percentage of pass-ups .. . and hee 

mothproofs as it cleans for only i 
fraction of a cent per garment! 
ay BAM) 
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istripuror TREE DECALS 

DISTRIBUTOR 


ASPEN GROVE, UTAH and the 
Timpanos Mountain Climb go together 


A. a 


LIKE STOD-SOL and the 


STOD-SOL Test Bundle SERVICE 


REACHING NEW HEIGHTS in drycleaning volume 
calls for higher quality workmanship and maximum plant 
efficiency. Both of these can be attained by using Stod-Sol, 
the original Stoddard solvent, and the Stod-Sol “Test Bundle” 
Service. This is the product-and-service team that consist- 


ently gives the nation’s drycleaners new lows in unit costs 
. new highs in year-round volume. Ask your Stced-Sol 
distributor for details. 


NAPHTHAS 


ndersonPrichard (Qt Coynaim 


NATIONAL CLEANER & DYER 


| —— 
y YW 
é 
OKLAHOMA CITY, OKLA. 
100 


IN THE TRADE 


Ira C. Maxwell, president of 
the Unipress Company, has an- 
nounced the development of a 
new sport-shirt finishing unit 
that can be operated by one or 
two girls. The three-press unit 
is arranged to iron all sport 
shirts with a minimum number 
of lays and to give maximum 
production at low operating 
cost. Fingertip control is said 
to provide fast, easy and safe 
operation. 

Frosted head plates com- 
bined with “gliding” action on 
“floating” bucks give a smooth 
finish. Beneath the removable 
frosted plates are polished 
chrome heads. The new one-lay 
sport-shirt sleever finishes 
sleeves in two seconds, accord- 


Lane Basket Bulletin 


A new 6-page catalog offered 
by W. T. Lane & Bros., Inc. 
covers a variety of canvas bas- 
kets, hampers and trucks for 
laundry and drycleaning use. It 
illustrates square, elevated and 
plant-and-flatwork baskets; can- 
vas-top and extra heavy duty 
shipping hampers; and wash- 
room, extractor, shake-out, ele- 
vated, hospital and drycleaners’ 
trucks. Complete dimensions 
are given for all units covered. 

Included in the catalog are 
photographs illustrating such 
construction features as special 
plasticized duck 
covering, extrawide longitudinal 
shoes and crossboards and rub- 
ber wheels with self-lubricating 


steel frame, 


bearings. There is also a re- 
placeable-parts section 

Copies of this catalog, No. 4, 
are available from W. T. Lane 
& Bros., In Poughkeepsie, 
N.Y 


July, 1954 


ing to the manufacturer. The 
sleever is automatically timed 
so that when sleeves are dry 
the shirt is released and can be 
lifted easily from the unit 

The combination SCYC does 
collars, cuffs and full yokes in 
two lays; it eliminates the need 
for a separate yoke press Model 
SBT finishes bosom, back and 
inside button strip. Proper 
pressure is automatic. 

The new sport-shirt finishing 
unit may be operated by one 
girl if shirts are put on hangers 
and two operators can be used 
if shirts are folded 

Further information is avail- 
able from the Unipress Com- 
pany, 2802-A Lyndale Ave. S., 
Minneapolis 8, Minn. 


Street Installation Manual 


R. R. Street & Co. Inc. has 
published an Installation Man- 
ual covering an extractor-rinse 
installation in conventionally 
equipped petroleum plants. In 
November 1952 Street’s made 
its industrywide announcement 
on the development of the ex- 
tractor-rinse process in the 4 
percent two-bath method. Dur- 
ing the next 18 months, 1,500 
conventionaily equipped plants 
made changes in selvent-line 
piping to enable them to use 
this process. During this period, 
most of the installations were 
the result of individual plan- 
ning and engineering. 

Now the company has pub 
lished a comprehensive Extrac 
tor-Rinse Process Installation 
Manual, which Street's claims 
will be applic able to the ma- 
jority of conventionally 
equipped petroleum 
plants, whether they are using 


solvent 


aboveground or underground 
tank facilities 

While Street's continues to 
offer the use of its technical 
department, at no 
charge to 
plants will find the new man 
ual completely adaptable to 
their particular problem, ac- 
cording to the company’s re- 
ports 

Copies of this 


service 


customers, most 


publication 
may be obtained from R. R. 
Street & Co. Inc., 561 W. Mon 
roe St., Chicago 6, Ul, or from 
any of the 41 Street field tech 
nicians servicing the dryclean 
ing industry 


Haertel Fur Cleanser 


A new fur cleaning com- 
pound, FurSheen, has been in- 
troduced by Walter Haertel 
Company. While the materials 
used in this product are not 
new to the trade, the conven- 
ience of individual packages 
that will clean two coats and 
give fine results in luster, sheen 
and hair separation produced 
by the product are important 
features, according to the man- 
ufacturer, 

With FurSheen, a drycleaner 
can clean furs and fur-trimmed 
garments by the furriers’ 
method without additional 
equipment. A cold tumbler and 
the bag method of cleaning are 
used. The product is designed 
with correct amounts of com- 
pound, solvent and glazing so- 
lution premixed so that guess- 
work in mixing compounds and 
solvents is eliminated. Complete 
instructions are included. 

Further information on Fur- 
Sheen is available from Sup- 
plies Department, Walter Haer- 
tel Company, 2840 Fourth Ave. 
S., Minneapolis, Minn. 


able for all synthetic 


New Vic Reclaimer 


The new Vice Model 65 Muck 
Solvent Reclaimer is now avail 
units, it 
has been announced by Vic 
Machine 
According to the manutacturer, 
the new unit will pay for itself 


Cleaning Company 


in less than a year in solvent 
savings alone. Users report sav 
ings up to $20 per filter clean 
out, Vic states, and up to one 
third increased 
drum of solvent 


inileage per 


Complete information on the 
Model 65 can be had by writ- 
ing the Vic Cleaning Machine 
Company, Minneapolis 3, Minn 
An explanatory booklet, “The 
Heart of Any Drycleaning Sys- 
tem Is the Filter,” is also avail 
able without charge on request 


New Wilson Folder 


A new 8-page folder that de 
scribes the Wilson “Go” line of 
stain removal products has been 
issued by A. L. Wilson Chemi 
cal Co., Kearny, N. J. Ten prod 
ucts, designed for quick, safe 
and efficient removal of prac 
tically all stains encountered in 
laundering, drv« leaning and 
rug cleaning, are illustrated in 
the folder Copies are available 
direct from Wilson or its job 
bers 


New Model Adjusta-Form 


The W ichita Prec ision Tool 
Company, 450 N. Seneca St., 
Wichita, Kans., has introduced 
the entirely new Adjusta-Form 
P-2 through its jobbers. Of 
prime interest to the industry 
are the features of adjustable 
shoulders, revolving form, lower 
height and elimination of con- 
densate. “The only thing we 
did not change was the basic 
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New Sport-Shirt Finisher Featured by Unipress ee Ae. 
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of 
justa-Form 
Hoffman 
The form may be revolved to 
permit examination of the backs 


prin iple the 


Ad 
H 


original 
states A 
president 


of garments being processed 
This feature also permits the 
use of a second operator on a 


since by the 
revolving principle the machine 
be either 
as well as from the front 
unit's height 
to comfortable 
operation people as 
well as t ill 
Acljust ible 


easy 


one-operator unit 


can operated trom 
sicte 


The 


Signe d 


lower 1s de- 
permit 
by short 
shoulders permit 
loading of small dresses as 
well as children’s garments and 
will prope rly form the shoulders 
ot ol 
aceording to the 

An aircralt type control panel 
is located at comfortable 
length level with 
pull knobs for making size ad- 
Each knob la- 
beled according to its purpose 

waist Ad 


re- 


large size mens coats, 


manutacturer. 


arm- 
three push- 


justments is 
hip and he miline 
to 


cause 


are designed 
effort 
Ihe controls, which 
of 


always a 


justments 
little 
contusion 
the 
shape and SIZES 
after the 
placed on the form 


quire and no 


permit creation many 
ire 
cessible garment is 
No pails for capturing con- 
needed 


The pedal 


be« n 


densate overtlow § are 


since there is none 
has 

pedal controlling 
and “off” 


resulting in less footwork 


arrangement 
fied to 


steam, 


simpli 
one 
au position, 


The new model's streamlined 


base is smaller, requiring less 
floor space, and the machine 
has been engineered to curt 


maintenance 
with both 


motor mounted in positions for 


to a minimum 


solenoid valve and 


eusy access 
Other features include pol 
ished aluminum nee k long 
enough for garments with high 
collars ability to press two 
rolled sleeves simultaneously; 
utility to handle all sizes of 
coats, jackets and dresses 
Prosperity Press 


A new air-operated press for 
drycleaners, reported to be 20 
percent faster in operation, has 
The 


In 


Pros- 
2131 


been announced by 


perity Company, 
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2171 Erie Blvd. E., 
N. Y. Claimed to faster 
steaming, quicker head opera- 
tion and instant, graduated 
pressure, this newest Prosperity 


Syracuse, 
hav e 


EZD model incorporates uni- 
form vacuum to insure faster 
drying. Bottom steam is manu 


ally operated and controlled 


New Milnor Washer 


Norvin L 
of Pellerin Milnor Corporation, 


Pellerin, president 


has announced the new 1954 
Milnor 50-pound washer. 
The major change in the 


1954 model is the increased size 
of the cylinder, to 36 by i8 
inches, and of consider 
ably larger dimensions. The 50- 


door 


pound washer is of heavy stain- 
less with a solid brass 
chrome-plated door with heat- 
treated glass to resist high ther- 
mal shock. It is available with 
manual, semi or fully automatic 
Miltrol flexible 


controls. 


steel 


sequence timer 

Further information is avail- 
able from A. W. Walsdorf, 
Pellerin’ Milnor Corporation, 
8000 Edinburgh St., New Or- 
leans, La. 


Riverside Features Size 


Ree-Drape, a dry size and 
fabric refinishing material, 
featured by Riverside 
Manufacturing Company, 4919- 
Connecticut St., St 

his product is designed 


is 
be ing 


Louis, 


Mo 
io do a better job on dresses, 
slacks, sport shirts and summer 
suits than can be done by home 
washing. Ree-Drape gives gar 
ments better body, finish, feel 
and makes them hold their 
shape longer, according to the 
manufacturer. The product 
also said to make pressing eas- 
ier and to make fabrics resist 
spots and stains. 


1s 


The company announces that 
there is no franchise charge for 
It will 
full details on request. 


using Ree-Drape send 


Two New Lattner Boilers 


The P. M. Lattner Manufac- 
turing Company has introduced 
two new boilers in the portable 
horizontal HRT class. 

One is a 50 hp. gas-fired unit 
with atmospheric gas burners 
and full electric off-on controls 
An electronic pilot light is avail- 
able when required. The other 
new boiler is a 35 hp. oil-fired 
unit. It includes a Century L4C 
twin ignition oil burner. Both 
units are complete with refrac 


tory combustion chambers and 
insulated jackets, factory in- 
stalled, 


Complete literature on these 
products is available from P. M. 
Lattner Manufacturing 
pany, 1411 Ninth St., 
Rapids, Iowa. 


Com- 
Cedar 


New Fur Cleaning Process 


Reliable Machine Works, Inc., 
has introduced to the dry« lean- 
ing industry a new fur cleaning 
process using K-10, a specially 
impregnated compound, and 
Clean-N-Glaze, a creamy white 
liquid, 

The new method cleans both 
fur and lining at the same time, 
glazes furs to a lasting luster, 
minimizes ironing, contains sili- 
cone ingredients for water re- 
pelleney, and eliminates the 
need for harsh solvents and de- 
tergents, according to the man- 
ufacturer, Clean-N-Glaze is de- 
signed safe, 
and 


be 
nonflammable 


to use, 


to nontoxic, 


economical 


Further information is avail- 


able from Reliable Machine 
Works, Inc., 238 Eagle St., 


Brooklyn 22, N. Y. 


New Unit Recovers Perk 


The Per Corporation has an- 


its new Per-Claimer, 
designed to recover perchlor- 
ethylene from waste muck and 
sludge 

According to Carl Blackman, 
president, tests prove that an 
average of 15 gallons of sludge 
contains close to 10 gallons of 
clean solvent. The Per-Claimer 
unit, which operates only with 
steam and water, is said to re- 


nounced 
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cover about 9% gallons of clean 
perk, or an average of 95 per- 
cent recovery. 

The unit, now being distrib- 
uted nationally, is small, com- 
pact and easily installed. No 
special labor is necessary, and 
the machine is designed to be 
so simple that anyone can op- 
erate it in minutes. The Per- 
Claimer is sturdily constructed 
of heavy stainless steel with no 
moving parts. 

Literature on this unit may 
be obtained from Per Corpora- 
tion, 50 Church St., Montclair, 
N. J. 


New National Register 


A new cash register, the 
“51”, has been introduced by 
The National Cash Register 
Company. This unit has no 


lever and no motor bar; it op- 
erates at a light touch of any of 
the department keys. 

When a department key is 
depressed, the amount adds 
into a total for that department, 
into the customer's receipt total, 
into an over-all sales _ total, 
prints on the sales record in- 
side the machine, prints on the 
customer's receipt, adds “one” 
on an item counter for that 
department, and identifies both 
salesclerk and department on 
the sales record—all at one 
time. At the end of the day the 
register shows how many peo- 
ple made a purchase in each 
department, showing up a slow 
department. 

More data on the new ma- 


chine is available from the 
manufacturer in Dayton 9, 
Ohio. 


New Taro Circular 


A 4-page circular that de- 
scribes uses of TarGo, a pene- 
trating wet or dry spotter de- 
signed for drycleaning, laun- 
dering and rug cleaning, has 
been released by A. L. Wilson 
Chemical Co., Kearny, N. J. 

The circular explains the 
product’s effectiveness in re- 
moving hard-set oily-base stains, 
even those that remain after 
charged-system cleaning, with 
a minimum of effort and me- 
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languageyy.in any country... 


FMAN means pressing machine 


Seattle or Singapore, Berlin or Bagdad, 
maybe Rio de Janeiro or the Riviera... 
you find the name HOFFMAN there. 

And however it may be pronounced in 
different localities, its meaning is 
always the same... the “Hoffman” is the 
pressing machine. For so much 

of the world to adopt our name as the 
simplest and surest way to identify 

a press is a great compliment. 

And it is a strong reminder too that 
the name HOFFMAN in your 

plant means you have selected the best. 


U. S. HOFFMAN 


MACHINERY CORPGRATION 


105 FOURTH AVENUE, NEW YORK 3, N., Y. 


The world’s standard pressing machine today is this great new Hoffman. This 
is the “basic” press for finer, faster, lower cost finishing. 

Improvements like: re-designed pedal arrangement, finger-tip head re- 
lease, easy-adjusting pressure control wheel, flexible all-metal steam hose, 
oil-less graphite bearings, and packless, trouble-free head valve, all lighten 
the operator's work and speed his production. 

For the full story on this advanced Hoffman write for free illustrated 
6-page folder. 
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hanical action. It also describes how the 
product may be diluted with solvent to 


in economical potter for removing 
ize stains quickly and easily. Copies 


of the TarGo circular are available on re 


t from Wilson or ny of the com- 
jobhe rs 


Aids for Charged System 


wtion cleaning efficiency in 
yed-system operation is claimed for a 
proce introduced by Adrian Re 
ch & Chemical Company 
o units are used in the new process 


Adrian automatic electronic relative 


humidity control system determines mois- 


requirements of the fabrics and is 


said to operate satisfactorily at detergent 


process for dehumidification is used with 
Adrian automatic 


approved relative humidity control sys- 
In adding moisture, after the safe 
upper limit (1 to 10 percent) has been 
Adrian DH process can be 
brought into action 

After filtration in the presence of the 
moisture, the sol- 

dehumidification 
water that the solvent 
has picked up from the fabrics is re- 


is diverted to the 


As moisture leaves the fabric 


A w Haertel product called Fur- including labor, (in fifty coat runs) is 
; a profit per coat of $5.55. 


Sheen opens important profit pos $1.40 each 


sibilities to you You may now accept rhe 
your customers’ turs for cleaning in 
your own plant on a very profitable 
basis. Special talents are not required 
and the process is neat and simple. 


Put two coats and the contents from 
one package of Fur-Sheen in a bag; 
place in tumbler and run “Cold” for 
ibout twenty minutes remove the 
coats from bag and resume tumbling 
to remove the Fur-Sheen, 

Rach package of Fur-Sheen has the 
right amount of cleaning fluid, glazing 


olution and absorbent compound for may need is the Haertel Rotary Fur 
This is a triumph in value at 


two fur coats You may place two lroner. 
bag each containing two coats, in $237.50. 
the average drycleaning tumbler—a to- costlier 


tal of four coats about doubles the ironing capacity of 
the average rotary ironer. The heating 
is 


600 degrees for 


lor each tumbling 
operation 
Your customers 
ind you will be 
pleased with the 
ple ndid results 
ind you will 
he impressed with 
the increased reve- 
nue cle rived from 
this added volume 
of sales. The nor 
mal retail price for 


OTHER HAERTEL PRODUCTS FOR YOUR FUR CLEANING DEPARTMENT 


Fine and extra fine GARMENT TRUCKS © NUMBER GUIDZS 
GARMENT HOOKS 
LINING SPONGE 


POLAR BEAR TRI-X FUMIGANT 
Odorless—very absorbent 

NORTH STAR 

FUR CLENE + 


An active solvent 
Special characteristics for fur work 


POLARIS 
Water base cleaner STORAGE RECEIPTS 
and glazing fluid AIDS 


WALTER HAERTEL CO. 


2840 -4 Ave. So. 
Minneapolis 8, Minn. 


WRITE YOUR FIRM NAME IN MARGIN BELOW © 


Now, You Can Clean Furs 
‘“‘THE FURRIERS’ METHOD’’ WITH 
Your Drycleaning Tumbler 


ironing all types of 
furs. It plugs in to 110 volt, 60 cycle 
outlet, single phase 
rigid mounting leaves both hands free 
for the handling of garments. 


facts. 
the season is NOW! 
We supply everything 
Bags 
you probably know 
cleaning a fur coat is $6.95, The cost, specialized business for years. 


this has been our 


Very effective and economical 


* BUTTON COVERS 
COAT HANGERS 


Fur-Sheen and ironer. 


cleaning supplies and advertising 


We are planning a vault. How do 


it cleanses and at the same time charge 
detergent, adsorbed at the high RH 
value, is released to the solvent at the 
low RH value. According to Adrian, this 
results in additional cleansing action and 
reduction of detergent loss. This princi- 
ple is designed to practically eliminate 
wetcleaning. 

Complete information on these prod- 
ucts may be secured by writing to Adrian 
Research & Chemical Company, North 
Wales, Pa. 


W.P.R. Spot-Removing Chart 


A handy chart that shows how and 
when to use W.P.R. Wet and Dry Spot- 
ting Solution is now available free from 
National Cleaners Chemical Manufac 
turing Company, 2807 W. Lake St., Chi- 
cago 12, Il. 

The chart is designed to be posted 
prominently near the spotting board so 
that the spotter can find a proved method 
for treating various types of spots merely 
by glancing up from his work. National 
Cleaners Chemical Manufacturing Com 
pany attributes the popularity of W.P.R 
to its versatility, since this product is de 
signed to remove lipstick, nail polish, 
tar, grease and many other spots. 


Diamond Appoints Six to 
Chlorinated Products Staff 


Appointments to six new sales and re 
search managerial posts in the recently 
formed Chlorinated Products Division, 
Diamond Alkali Company, Cleveland, 
have been announced by C. E. Lyon, 
vice-president of the division. 

Dr. D. J. Porter, formerly assistant to 
the director of research, becomes assist 
ant general manager and division re 
search director. He will be responsible 
for all research for the division, except 
on agricultural chemicals. Formerly de 
velopment section manager, Dr. J. J. 
Lukes will assist Dr, Porter in the ca- 
pacity of research manager 

W. B. Beeson, Jr., sales manager since 
June 1953 of Belle Alkali Company, 
Belle, W. Va., a Diamond subsidiary, 
beconfes product sales manager for Dia- 
mond chemicals manufactured at the 
Belle plant, as well as the company’s 
other chlorinated solvents, including 
perchlorethylene, carbon — tetrachloride 
and hydrochloric acid. W. J. Esselstyn, 
formerly a technical service representa 
tive becomes solvents sales manager, 
working with Mr. Beeson. 

M. T. Walsh, a sales promotion repre 
sentative since 1951, has been named 
sales manager in charge of Chlorowax 
and related products. D. C. Nevling, 
plant auditor at Diamond's Houston, 
Tex., plant for the past five years moves 
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up to the post of divisional administrative 
assistant, 

Appointees to the new positions will 
be located in Cleveland, with the excep- 
tion of Dr. Lukes, who will carry on his 
work at the Diamond Technical Center 
in Painesville, Ohio. 


Piazza Names Jobber 

Tom Piazza, Piazza Engineering Co., 
4317 Irving Park Rd., Chicago, Ill., has 
announced the appointment of Appliance 
Service Company, 1821-54th St., Brook- 
lyn, N. , as exclusive jobber of Piazza 
strong-soap units for Pros- 
perity 6A, 6B and 7A cleaning units and 
Steam Sweeps for stills. Samuel! Fried- 
man will handle the Piazza account. 

The Appliance Service Company’s dis- 
trict includes Brooklyn, Queens, Manhat- 
tan and Long Island. 


conversion 


Cravenette Names Hunzinger 

The board of directors of The Craven- 
ette Company, U.S.A., Hoboken, N. J., 
has announced the appointment of Rob- 
ert C. Hunzinger as president. He suc- 
ceeds the late Frederick $. Sundermann. 
Mr. Hunzinger has been with the com- 
pany for 38 years, and since 1929 has 
been vice-president. 

At the same time the board appointed 
Louise B. Sundermann vice-president and 
treasurer and Frederick H. Rohlfs secre- 
tary. John F. Rinck is assistant treasurer 
and assistant secretary. Fred G. Barbaro 
has been named sales manager of the 
Chemicals Division and Don P. Hansen 
has been named sales manager of the 
Drycleaners Division and manager of ad- 
vertising for the company. 


American Mothproofing Moves 
According to an announcement from 
American Mothproofing Company, the 
firm is now located in its new offices and 
factory at 2510 Hampton Ave., St. Louis 
10, Mo. 


Atlas Names Van Winkle 

Atlas Powder Company has appointed 
Dixon C. Van Winkle manager of its 
chemicals department's New York district 
sales office. He succeeds L. G. Parkinson, 
who recently resigned, 

Mr. Van Winkle, who joined Atlas in 
1952 
degree in science from Rutgers Univer- 
sity and did graduate work in engineer- 
ing at New York University. 


as special sales assistant, holds a 


Stauffer Chemical Moves 

Stauffer Chemical Company has an 
nounced that its headquarters are now 
located at 380 Madison Ave., New York. 
The new telephone number is OXford 
7-0600. The company’s offices were for 
merly at 420 Lexington Ave., New York. 


Almore Anniversary 

In 1919 Leon Teichner, returned from 
service in World War I and, equipped 
with a good working knowledge of chem- 
istry, textiles and dyeing, reorganized 
the Almore Dye House at 4412 Went- 
worth Avenue in Chicago 

That plant, now the country’s largest, 
will commemorate this fall its thirty-fifth 
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year of service to the garment dyeing 
industry. Still very active, Mr. Teichner 
is the elder statesman of the industry 
and an honored member of Rotary Inter- 
national. He still puts in a dawn-to-dusk 
routine supervising the office and plant. 
Sons Robert and Arthur Teichner are 
actively engaged in the actual production 
work, Frank Prasil, old-time Almore asso- 
ciate, is also on the management staff but 
can be found at the plant every day in 
the working uniform of the industry. 


Detrex Appoints Richey 


Phil H. Richey, assistant treasurer, will 
assume the duties of assistant works man- 
ager for Detrex Corporation of Detroit. 
A. O. Thalacker, Detrex president, said 


How do they 
Work in the 
Charged 


System ? 


FINE! says 


Dependable Dike 


| And you can take Dependable Dike's word for 


it, because he’s merely quoting what we've been 
told by top drycleaners all across the country 
Whether they're using the Filter Rinse method 
or the Separate Rinse Solvent method, all 
report that Dicalite Speedplus or Dicalite 7 give 
perfect results without affecting the charge 


Some cleaners have asked about Dicalite 
Sweetener in charged systems. Here's what 


GREAT LAKES 


that Mr. Richey will report directly to 
RK. A. Emmett, Jr., works manager of the 
company’s Equipment Division, Detroit. 
Mr. Richey will also continue as assistant 
treasurer. After joining Detrex in 1948, 
Mr. Richey served in the controller's 
office, then as personnel director, and 
from that post was assigned to special 
duties in the office of E. W. Allison, 


treasurer. 


FMC Appoints Prutton 


Dr. Carl F. Prutton has been ap 
pointed vice-president and technical di- 
rector, Chemical Food Ma- 
chinery & Chemical Corporation, accord 
ing to an announcement by Paul L. 
Davies, president. He will report to 


Divisions, 


Dependable Dike says: “Can be used, with 
proper care. All sweeteners tend to cut the 
charge, but if Dicalite Sweetener is used at the 
end of day's run, with activated carbon, followed 
by scrapedown and charge replenishment, fatty 
acids and colo: can be controlled with mini 
mum effect on the charge.” 


But it’s all in the new Dicalite Drycleaner’s Filtra- 
ton Manual; why not write for your free copy 


teatlile 


DIATOMACEOUS MATERIALS 


DICALITE DIVISION, GREAT LAKES CARBON CORPORATION, 612 SOUTH FLOWER ST, LOS ANGELES 17, CALIFORNIA 
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PROTECTS Fine Fabrics 
As It Cuts Stains 


Yes, heres 


the safe, easy way to remove stains of 
blood, rust and point! 


ink, 


Solvink, the special purpose spot remover, works with 
a special penetrating action digs deep to ‘soak out 
stubborn stains in seconds 

And Solvink is guaranteed safe for all fine fabrics and 
fast colors when used according to eaty directions 

Try Solvink today on a money-back guorantee. Order 
from your jobber or write us (Dept. N 74) for free sample 


REMOVE 
One-half pint set (two solutions) $2.25. Also economi 


PRRANTEED 
cal pint, quart and gallon sizes e SAFE ; 


And you can use these companion products profitably, 


© TANSOL—for Tannin Stains 
* GREENZYME—Digestant 
IODASE—-for lodine Stains 
© $IZ-IN—Hoat Size 


GREENVILLE CHEMICAL COMPANY 


P. ©. Box 1087 Greenville, $. C. 


HINVILLE CHEMICAL COMPA’ 


Ernest Hart. FMC executive structor and later head of the tion, Mr. Schmidt had been Miller took over in 1949. The 


vice-president, and will be lo- department of chemistry and associated with the SEC-o- company’s present name was 
ted at the Chemical Division chemical engineering of Case matic Corporation as a product adopted in 1941. In 1949 the 
idministrative offices. 161 W. Institute of Technology and has and field engineer following officers were elected: 
i2nd St., New York City ilso held positions with several E. E. Miller, president; J. T. 


Dr. Prutton served as an in- prominent allied trades firms DeKalb Golden Anniversary Modloff, vice-president, engi- 
neering and production; P. T. 


SEC Announces New Officers Nugent, vice-president, sales; 
M. T. Miller, secretary, and 
F. B. Terwilliger, assistant sec- 
retary -treasurer. 


Butler Appoints Byerly 


Pi 


DeKalb Commercial Body 
Corporation, DeKalb, IIL, is 
celebrating its fiftieth year 


manufacturing commercial 
truck bodies such as the 
laundry parcel delivery truck 
body in the photo above. E. E 
EUGENE B. KELLY MARTIN H. SCHMIDT, JR. Miller, president, and his staff 
are planning an open house for 
The SEC-o-matie Corpora for the SEC line of synthetic truck dealers and customers 


tion, Bloomfield, N. J., a sub lrveleaning systems this summer 
sidiary of General Precision Mr. Kelly formerly owned The firm was founded in 
Equipment Corporation, has an ind operated E. B. Kelly Com 1904 as Sycamore Wagon 
Datta lL. F. BYERLY 
nounced the appointment of pany in St. Louis. Before World Works with Frank C, Patten as 
Eugene B. Kelly as general War I he was assistant man- president. In 1905, S. M. Hunt 
manager and Martin H wer of agencies for the Fred and E. C. Hunt bought the L. F. Byerly has been named 


Schmidt, I is assistant gen- Medart Manufacturing Com- stock and the Hunt family representative for the Butler 
eral manager in charge of sales pany. Until his recent promo- headed the company until E. E. 


Manufacturing Company, Kan- 
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sas City, Mo., according to Bur- 
rill O. Gottry, manager, Clean- 
ers Equipment Division. Mr. 
Byerly will be responsible for 
the sale of Butler 
equipment in Georgia. 


cleaners’ 


Hoffman Elects Marcus 


HYMAN MARCUS 


Hyman Marcus, chairman of 
the executive committee of U. S. 
Hoffman Machinery Corpora- 
tion, New York, has _ been 
elected president, according to 
an William 
Pfeiffer, chairman of the board. 
Mr. Marcus succeeds George E. 
Bowdoin, who has resigned. 
Mr. Bowdoin will continue in 
a consulting capacity with the 
company. 

Mr. Marcus became chair- 
man of the executive committee 
and a member of the Hoffman 
board last December. He is 
manager and principal of the 
Manhattan Capital Company 
and president and director of 
Vascular Pharmaceutical Corpo- 
ration. Mr. Marcus is also a 
trustee of Jewish Memorial Hos- 
pital and the director of the 
Manhattan Technical Institute. 


announcement by 


Sanitone Names Winner 


Of Tie-Cleaning Promotion 


annual 


Sanitone’s 
Tie-Cleaning Month promotion 
resulted in a repeat performance 
of last year’s winning team as 


the best tie collectors in 


July, 1954 


National 


the 


country. Schudel’s Inc., De- 
catur, Ill, Sanitone drycleaner, 
refurbished 20,015 neckties dur- 
ing February to win the dry- 
cleaning firm category, and 
routeman Frank Sharp won the 
individual award with 3,695 
ties. 

Climax of the promotion for 
Schudel’s was a party where 
Mr. Sharp and 80 of his fellow 
Pay- 


lic ensees 


employees were honored 
off for the Sanitone 
who participated was not only 
a record number of ties dry- 
cleaned, but additiona! 
business in all types of men’s 
wear. 

The necktie promotion is en- 
tering its eleventh year as a 
midwinter slump breaker. Ad- 
vertising materials and promo- 
tion ideas are supplied to li- 


also 


censees by the advertising 
department of Sanitone Divi- 
sion, Emery Industries, Inc., 


Cincinnati 2, Ohio. 


Street's Technicians 
Celebrate First Year 


EARL FAHEY 


Frank Hurd and Earl “Bud” 
Fahey marked their first anni- 
versary on the field technical 
staff of R. R. Street & Co. Inc., 
Chicago, on April 1. 

Mr. Hurd, who has served in 
the upper New York State area, 


Sales Promotion “Jipe 


... For BERLOU Mothproofing Dealers 


You can increase business—and make more money—by 
advertising BERLOU by mail. 

This has been proven time after time by Berlou during 23 
years of using direct mail to sell Beriou Mothproofing. 

Every BERLOU GUARANTEED MOTHPROOFING dealer has at 
his disposal everything he needs to conduct successful direct 
mail advertising campaigns. BERLOU provides copy for sales 
proven direct mail letters and smart-looking inserts imprinted 
with your name and address. 

Mailings that can bring in extra business can be sent out 
periodically at a reasonable cost. This form of advertising has 
made thousands of doliars for many businesses in the past, and 
it can make money for you. It is recognized as one of the best 
ways of advertising for small businesses. And while building 
profitable BERLOU MOTHPROOFING business for you, it can 
help you hold your present customers and return back to you 
those who drift away toward other shops. 

In our 23 years of using direct mail to sell Berlou, we've hit 
on four rules that point the way to successful direct mail cam- 
paigns. 

Here they are: 

1. Your list is important, Keep an up-to-date record of the 
names and addresses of your customers. They'll make up the 
biggest percentage of your business next year if you treat 
them right and send a few letters or cards to them. 

2. Use a plan. Set a goal that you want to reach—using 
helpful, friendly letters or cards. And then stick to your plan. 

3. Give your mailings time to work. True results can only be 
seen after several mailings. 

4. Make a place in your advertising budget. Set aside a por- 
tion of your budget for direct mail—-enough to carry out your 
plan. 


BERLOU IS PROFITABLE 


No other service you can offer in your shop has a better mar- 
gin of profit than Berlou Mothspray. Profits from Berlou run as 
high as 200 to 300 percent for many dealers. And Berlou is a 
repeat sale item with year-round potential. Berlou's Five-Year 
Guorantee in writing makes Berlou easy to sell, It's no wonder 
that more professional mothproofers use Berlou than any other 
product. 

If you'd like to know more about direct mail advertising for 
BERLOU GUARANTEED MOTHPROOFING, just write to our ad- 
vertising department and ask for Bulletin TPZ3. 


THE BERLOU MANUFACTURING COMPANY 
435 Monroe Street Marion, Ohio 


In Canada: 


The Berlou C , Ontario, Canada 


Note: If you are not already a Berlow dealer, write for 
ovr interesting and informative booklet, ‘‘Berlou's 
Profit Builder Plan'’——-NOW! it's FREE—and it will show 
you how to add EXTRA PROFITS to your business every 
day. Gur dealers make as much as $5,000 to $10,000 
extra net profit each year. Use this coupon for con- 
venience. 


FILL OUT AND MAIL TODAY 


| 
OK! Send a Free copy of “Berlou's Profit Builder Pian” | 
without obligation. 


Firm: 
Address: ‘ 
City Zone State 
Signed 
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IKING ROTARY PUMPS 


UNCERTAIN ID POSITIVE 

PRIMING 4 ) ) PRIMING 


It's the fast start and smooth, even flow that gets 


your pumping job done quicker and at less cost. 


No slow, uncertain priming with Viking positive 
suction pumps. They prime themselves and go 


to work at once. 


They also save on wear of valves and meters. No 


sudden jar and spasmodic delivery. 
f Investigate the smooth, even 


VIKING I flow of Vikings today. To 
AN HOMORED 


start, ask for bulletins 800Q 
and 803Q. 


Jumbo 
Net Pins 


Have the complete Risdon-Remo line 
at your fingertips. Pictures, specifica- 
tions and prices make the line easy 
to order. | 


| Ask your 
dealer for 

your copy of 

this NEW 


RISDON 
REMO 
CATALOG 


And don't forget the three star fea- 
tures of Risdon-Remo service. 
* Immediate Shipments 
*% Complete Dealer Coverage 


* A Pin for Every Need 
THE RISDON MANUFACTURING CO. 


MAUGATUCK, CONN. 


operates from Rochester head- 
quarters. When he joined 
Street's, he had broad experi- 
ence in all phases of the dry- 
cleaning industry. Due to Mr. 
Hurd’s technological skills and 
the research of R. R. Street & 
Co. Inc., many cleaners in this 
area are now using the 4 per- 


cent two-bath method and 
Automatic Conductivity Con- 
trol. 


Caled Names Atkinson 


TOLAND ATKINSON 


Toland Atkinson has ‘been 
named representative in the 
San Francisco area for Caled 


Products, Inc., Brentwood, Md. 
According to Warren K. Cooley, 
Caled president, Mr. Atkinson 
brings a wide background in 
the drycleaning industry to his 
job as field technician. His ex- 
perience in drycleaning plants 
goes from spotting and leather 
finishing to complete plant op- 
eration. Mr. Atkinson is also 
thoroughly familiar with Caled 
policies and techniques, having 
represented this firm for many 
years prior to World War IL. 


About 800 people attended a 


school sponsored by McCleary 


Brothers, Memphis, on May 7 
through 10. Considerable inter- 
was demonstrated in the 
equipment and processes that 
were shown. 

Allied tradesmen 


est 


who 


par- 
ticipated (shown in photo 
above) were: W. M. Cissell, 


Frank Richterkessing, Glen 
Shoop, Gene Cissell and Miss 
Louise Myers of W. M. Cissell 
Manufacturing Co., Inc.; Nate 


McCleary Brothers Sponsors School 
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When Mr. Fahey joined 
Street's early in 1953, he spent 
two months studying conduc- 
tivity control at Street’s head- 
quarters. For the next few 
months, he serviced plants with 
Automatic Conductivity Con- 
trol units in the Midwest and 
Northwest. Last fall he was as- 
signed permanently to western 
Pennsylvania with headquarters 
in Pittsburgh. 


Tambke 


ty 


Joins Eaton 


W. THOMPSON TAMBKE 


Berrien Eaton, president of 
Eaton Chemical and Dyestuff 
Company of Detroit, Windsor 
and Toronto, Canada, has an- 
nounced the appointment of W. 
Thompson Tambke as assistant 
general manager. 

Mr. Tambke brings a back- 
ground of sales and merchan- 
dising experience to Eaton 
Chemical from his former posi- 
tion with the United States 
Gypsum Company. For the past 
several years he has been Pa- 
cific industrial district manager 
for United States Gypsum in 
Los Angeles. 


Root, Roct & Company; Larry 
Porterfield, Wichita Precision 
Tool Company, Inc.; John K. 
Clement and Mr. Schultz of 
Bock Laundry Machine Com- 
pany; Arthur Saunders, Textile 
Marking Machine Company, 
Inc., W. O. Manley, James 
Collins of Bill Glover, Inc.; 
John Cook and Mickey Waters, 
Cook Machinery Company, Inc.; 
Bud Friedman, Frank O'Grady, 
Identification, Inc; B. A. 
Porter, Pantex Manufacturing 
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Corp.; Frank Wright, Clare 
Sober, Huebsch Manufacturing 
Ce.; Dick Roberts, Chicago 
Dryer Company; Noel Grady, 
G. H. Bishop Company; Bill 
Wallins, Martin Equipment 
Company; N. J. Hill, Serdex, 
Inc. 


Jensen Names Fahy 


JOHN FAHY 


John L. Fahy has been ap- 
pointed drycleaning salesman 
by Jensen Manufacturing Com- 
pany, Palmyra, N. J. He will 
cover southern New Jersey and 
Philadelphia and its suburbs for 
the company, selling a complete 
line of petroleum and synthetic 
drycleaning equipment. This 
marks the entrance of Jensen 
into the drycleaning field. 

Mr. Fahy attended the course 
for associate members given by 
the National Institute of Dry- 
cleaning in December. His past 
employment has been of a 
supervisory nature, and he has 
a strong background in produc- 
tion machinery. 


Wilson Honors Loucks 


IRVING A, LOUCKS 


Irving A. Loucks, a field serv- 
ice representative of A. L. Wil- 
son Chemical Co., Kearny, N. J., 
was honored recently at a testi- 
monial dinner given by the 
company on his retirement. At 
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the dinner John G. Schwarz- 
mann, president of Wilson, pre- 
sented Mr. Loucks with a gold 
wristwatch, and the company’s 
employees gave him a savings 
bond. 

An authority on stain re- 
moval, Mr. Loucks is widely 
known throughout the East. He 
was associated with Hessler’s 
Laundry, Paterson, N. J., for 19 
years before he joined Wilson. 


SEC Opens New Offices 


SEC-o-matic Corporation, 
manufacturer of synthetic dry- 
cleaning systems, planned to 
open its new Pittsburgh show- 
room at 6504 Frankstown Ave. 
on July 1. Under the direction 
of Carl Bergman, the new show- 
room will handle SEC sales and 
service for the tri-state area. 
SEC-o-matic is a subsidiary of 
General Precision 
Corporation. 


Equipment 


Davies-Young Names 
Romaniuk 


JOHN ROMANIUK 


John Romaniuk has been ap- 
pointed Buckeye service tech- 
nician, according to an an- 
nouncement by John R. Young, 
sales manager, Buckeye Dry- 
cleaning Division, Davies- 
Young Soap Co., Dayton, Ohio. 

“Due to our constantly ex 
panding business in Canada, 
Mr. Romaniuk has been ap 
pointed to serve the Quebec 
and Maritime provinces on the 
eastern seaboard,” Mr. Young 
said. “For over nine years he 
was associated with a jobber in 
Montreal and understands the 
problems of cleaners through 
out this area.” 

Mr. Romaniuk will service 
the entire line of Buckeye dry- 
cleaning products. He will place 
particular emphasis on helping 
cleaners install the 4 percent 
Clean-Charge Lint-Free Sys- 
tem. His headquarters will be 
in St. Lambert, near Montreal 


How's this for a Combination . . . ? 
you can 


Cut Your Payroll! 


Increase Production! 
with MIDWEST'S 
Combination Washer—Extractor 


It's the combination every plant owner needs . 


one machine to wash and extract . . . to cut your 


payroll and increase production! 


More Washing Action With 
Two Pocket Partition 


The two compartment par- 
tition divides the clothes into 
equal groups, gives more 


washing action and smoother 
extraction. Only the two 
pocket partition lifts clothes 
170° and gives a full drop 
action, The two pocket par- 
tition also keeps the clothes 
arranged properly for smooth, 
balanced extracting! 


170° DROP 


More For Your Money 


No other machine gives you so much for your money. Built to be 
used with strong soap iinse method or any other, it reduces 
spotting and wet cleaning to a minimum, It's easy to instoll, is 
equipped with dump tank and button traps, requires no special 
floor! 


See your jobber or write today for complete information. 
See how easy if is to own Midwest's Combination Washer- 
Extractor. 


MIDWEST laundry & Cleaning Machinery Co. 


1341 West Main St., Oklahoma City, Okla. Phone FO 5-9114 
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TWIST-EMS 


COSTLY MIX-UPS 
ON MULTIPLE ORDERS! 


SAVES TIME AND MONEY 
ADDS COLOR, TOO! 


Eliminate ime and money consuming 
delays, driver mix ups, inconveniences, 
claims, etc. with TWIST-EMS Hangar 


Ties. Just a quick twist-of-the -wrist 


and GROUP ORDERS are LOCKED 
into a SINGLE, SECURE UNIT 

These handy, wire re-inforced paper 
tapes are faster and easier to use than 
cord or other tying methods, and their 
colorful, attractive appearance pleases 
customers, too! 


Ask your Supplier or write for 


free Samples and new LOW Prices. 


include Name and Address of your Supply House. 


Wis T-Ems pivi> 


THERE IS A NEWHOUSE SLEEVE FORM 


FOR EVERY NEED. 


$3.50 
4.50 
4.50 
5.25 
5.50 
7.50 
4.95 
5.95 
5.75 


\O™ GERMAIN’S, INC., TWIST-EMS DIV. 
Dept. N-7, Los Angeles 21, California 


Press Clamp 
Zipper Repair Tool 
Talon Parts Kit 


if your jobber cannot supply you, write us direct. 


NEWHOUSE COMPANY 


3827 San Fernando Rd., Glendale 4, Calif. 


PEOPLE AND 


PLACES 


NORTH CENTRAL 


Mr. and Mrs. W. C. Bannar 
have taken over management 
of Caledonia Dry Cleaning, La 
Crosse, Wis. 


John Beaty has sold Wadena 
(Minn.) Dry Cleaning to John 
Hockert. 


A new building is under con- 
struction at 674 Dundee Ave., 
Danville, Ill., for Illinois Clean- 
ers & Dyers. 


Houle Dry Cleaners plans to 
open in Glenside shopping cen- 
ter, Muskegon, Mich. 


Star Cleaners has opened in 
Gibson City, Ill. 


Wally Britton has announced 
the purchase of Harry Herrell 
Cleaners, 203 W. Main St., W. 
Frankfort, Ill. The establish- 
ment will be called Pyramid 
Cleaners. 


Construction has been com- 
pleted on an addition to Reed's 
Dry Cleaning plant, 424 W. 
Ashtabula, Ohio. 
Vance Reed is the owner. 


Clene-Rite Cleaners, operated 
by Hal Beck, has opened at 
3752 E. Pulaski Ave., Cudahy, 
Wis. 


James Maloof has opened Ma- 
loof Cleaners in the Sheridan 
Village shopping center, Sheri- 
dan Rd. and Lake Ave., Peoria, 
Ill. 


Roy Fitzsimmons has leased 
space for a drycleaning estab- 
lishment in a building under 
construction in Genoa, III. 


Cleaners DeLuxe is opening in 
the Oakton - Milwaukee shop- 
ping center, Niles, I). 


Atlas Cleaners and Dyers has 
opened at 2218 W. Belmont 
Ave., Chicago, 


Carver & Denney Dry Clean- 
ers has opened a new store at 


168 S. Main, Jacksonville, Ill. 


A One Hour Martinizing plant 

has been opened by Robert 

Blackburn, president of 1445 

Grandview Corporation, Colum- 
| bus, Ohio. 


Harold Saffell has purchased 
Lamb's Dry Cleaners, New 
Lexington, Ohio. He was for- 
merly the manager. 


Miracle Cleaners has leased 
space in Graceland Shoppers 
Mart, Columbus, Ohio. 


Straka’s Cleaners and Dyers 
has added another branch store 
at 323 Collins St., Joliet, Il. 


Queen Cleaners and Dyers, De- 
troit, Mich., has named Gerald 
Beecher Queen manager of its 
new Northland Center plant 
and store. He is the son of 
Gerald Queen, president. 


To celebrate its seventy-fifth 
anniversary, Mullaire Company 
has opened its seventh dry- 
cleaning establishment at 20961 
Westgate, Cleveland, Ohio. 


The twenty-fourth Swan 
Cleaner unit has opened in the 
Graceland shopping center, 
Columbus, Ohio, according to 
Andre Gelpi, president. 


Mr. and Mrs. Ralph Burgin 
have installed new drycleaning 
equipment in Burgin Cleaners, 
Milford, Lowa. 


Win Coffrin has installed new 
equipment’ in Nu-Look Clean- 
ers, Whitehall, Wis. 


Fenton United Dry Cleaning 
Co., Wuerdeman Dry Cleaning 
Co., and Thayer American Rug 
Cleaning Co., Cincinnati, Ohio, 
will now be known as Fenton- 
Wuerdeman-Thayer. The com- 
panies, which have been oper- 
ating separately under the 
same ownership, will di- 
rected by Robert S. Wuerde- 
man, president and _ general 
manager. 


Green's Cleaners has opened 
at 105 W. Walnut, Salem, Ind. 


Mr. and Mrs. M. A. Bowers 
have purchased the dryclean- 
ing business in El] Paso, Ill. 
formerly operated by Mr. and 
Mrs. W. T. Andrews. 


Peter Betz is building a new 
plant at 717 Monroe St., La- 
Porte, Ind., for his drycleanin 
establishment, presently located 
at 707 Michigan Ave. 
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J. B. Skinner, 
Duke’s Dry Cleaners, Main St., 
Petersburg, Ind., has announced 
the purchase of Vic’s Cleaners. 
Both establishments will be 
called Duke’s Dry Cleaners. 


proprietor of 


The eighteenth unit of Flash 
One-Hour Cleaners has opened 
at 123 E. Kearsley St., Flint, 
Mich. 


Harold H. Mulvaney and Harry 
K. Lane have bought Star 
Cleaners, Cass St., Edwards- 
burg, Mich., from Ralph Brown. 


Kenneth Stewart has sold Su- 
perior Dry Cleaning, Viroqua, 
Wis., to Robert Guck. Mr. Guck 
plans to remodel the building 
and install some new equip- 
ment. 


Lee Thomas, proprietor of Lake 
City (lowa) Cleaners, announces 
the installation of new dry- 
cleaning equipment. 


Williamsburg (Ohio) Dry Clean- 
ers has opened on Third St. 
The owner is Marvin Sprague. 


Bob Burry and Louis Buchanan 
have opened Neoga (IIl.) Clean- 
ers. 


Crete (IIl.) Cleaners has opened 
at 1365 Main St. 


The third unit in the chain of 
Comet Cleaners was scheduled 
to open at 2814 Devon, Chi- 
cago, Ill, according to Jules 


Miller and Jerome Schecktman, 
owners. 


Bradley's Cleaners, Jasper, Fla., 
installed new finishing 
equipment. 


The name of McCall Cleaners, 
Quincy, Fla., has been changed 
to Quincy Cleaners, according 
to A. O. Shelfer, Jr., manager. 


E. O. Edwards has leased Titus- 


ville (Fla.) Dry Cleaners from 
Reece Bowan and has assumed 
management of the establish- 
ment. 


Joe Jones has purchased Quality 


Cleaners, S. Sixth Ave., Wau- 
chula, Fla. Mr. Jones is a 
graduate of the NID. 


Oak Park Cleaners has com- 
pleted its newly enlarged plant 
at 3210 E. Broadway, Tampa, 
Fla. E. T. Cock, Sr., is the 
president of the firm. 
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Helen G. and Charles E. Levell 
and Theresa Stremming have 
formed Peacock Cleaners, Inc., 
410 W. Tekoppel Ave., Evans 
ville, Ind. 


At a meeting of the board of 
directors of Northwestern Dyers 
& Cleaners and Badger Laun 


dry, 129 Clinton St., Wausau, 
Wis., it was decided to launch 


an extensive modernization and 


expansion program, 


James G. Sigalos has purchased 
Wardrobe Tailors and Cleaners 
428 E. Grand Ave., Beloit, Wis 


The new owner plans to estab 


lish branches in Clinton and 
Rockton. 

Williams Cleaners has moved 
to the Shinn Building, Griggs 
ville, Il. 

Mr. and Mrs. Merle Hutton 
have moved their drycleaning 


establishment to N. Main St., 


Dodgeville, Wis. 


Monte Cleaners has moved to 
new quarters in the Kline 
Building, Montezuma, Iowa. 


Pete's Cleaners has moved to 
111 S. Center, Plainfield, Ind. 


John Gray has purchased Ex- 
cello Cleaners, 123 N.W. Fifth 
St., Evansville, Ind., from W. ¢ 
Bussing, Jr. 


Mondry Cleaners and Dyers has 
moved to 369 Fisher Rd., 
Grosse Point, Mich. David M« 
Carron and Walter Allard own 
the business. 


Park Cleaners has moved from 
Park St., Clearwater, Fla., to 
504 N. Fort Harrison Ave. New 
equipment has been installed 


Alex Bowlin, owner of Owings- 
ville (Ky.) Dry Cleaners, has 
announced the sale of a part 
nership in the business to Paul 
Lyons. ° 


Spotless Cleaners, owned by 
Howard Parrish, has opened in 
a new plant at 702 Massachu 


setts Ave., Lakeland, Fla. 


Kent Cleaners and Laundry has 
opened a new unit at 770 Opa 


Locka Blvd., Opa-Locka, Fla 


Dominick Pallone has received 
approval to erect a drive-in 
drycleaning establishment on 
Volusia Ave., Daytona Beach, 
Fla. 


Make ANY 


16 seconds 


HOTHEAD 


Every press in your plant can 
now do double duty—Regular 
pressing and hothead pressing 

switch from one to the other and 
back again in a matter of seconds. 


No need for special machinery 

ust flick a new GROSS STAR 
HOTHE, AD GRID PLATE on 
your press—handle hard-to-finish 
cottons, suedes, etc. Zip it off 
and put on a regular Gross Star 


Grid Plate for woolens, silks and of hard, shiny long lasting Star- 
general pressing. Finish EVERY- jum, a special alloy that holds 
THING in the plant on one heat, gives a beautiful finish, 


press 
Gross Star HOTHEAD solid sur- 
face fits all press heads——made 


ASK YOUR JOBBER about Gross Star Hotheads and Gross Star Aluminum 
Grid Piotes 


saves you many dollars in expen 
sive installations for relative 
pennies 


NO LINER NEEDED 


with GROSS STAR 
ALUMINUM GRID-PLATES 


up to 46 0.08 Perfect heat and steam control are attained 
mushroom } 00 through the exclusive metal, vent-spacing and 
over 46 9.25 pressing surface of Gross Star Plates. No grid 
from your jobber plate liner is needed with any press 


L. BEHASTOCK co. 
1700 STATE ST CHICAGO 16, 


Anderson EASY-LOCK 
DRAPERY PROTECTOR 


A GREAT TIME and MONEY SAVER! 


No scratches 
No torn 
fingers 


One of the finest tools ever developed for holding 


drapery hooks during the cleaning process 


THOUSANDS NOW IN USE! order today 


ANDERSON SPECIALTY MFG. CO. 
5 Hunt Rd., W.E., Jamestown, N. Y. 


Gentlemen, 


Money Please send me ONE DOZEN Easy-Lock Drapery Pro- 
Sack tectors. Our check for $12.00 is enclened If we are not 
ie queer satished in 430 DAYS our money is to be re- 
Guarantee funded at once 
Name 
Street 
City State 
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GAS BOILERS | 


Vertical tubular | 
Vertical flueless 
Portable horizontal | 


Fully automatic units including boiler feed or complete 


return systems. All boilers ASME Code & National Board. 


Over 10 Sq. ft. heating surface per H.P. all sizes of HRT's. 


P. M. Lattner Mfg. Co. 


Dealers & Distributors most everywhere 


37th Year 


OIL BOILERS 


Vertical tubular 
Vertical flueless 
Portable horizontal 


Cedar Rapids, lowa 


SPOTTER 


The Miracle Pre-Spotter for quick, safe 
removal of all types of stains! 


@ Ideal for any @ Will not clog 
type of fabric! dry cleaning system! 


@ Absolutely odorless! @ Money-back guarantee! 
Write— 


H.Kohnstamm ¢ co..inc. 


89 PARK PLACE, NEW YORK 7, 


(Offices in principal cities) 


DRYING 
CABINET 


“EQUIPMENT 


HATFIELD, PA. 


Remodeling of Hoover Cleaners 
and Dyers, 437 E. Grand Ave., 
Escondido, Calif., has been 
completed, according to H. E. 
MeColaugh and F. G. Hoover, 
owners. 


W. A. Pelletier has purchased 
Andrews Dry Cleaners, 808 S. 
Baldwin Ave., West Arcadia, 
Calif. 


Rex Willson has opened Tar- 
zana (Calif.) Cleaners, 18606 
Ventura Blvd. 


Benson Cleaners recently moved 
to the Hicks Building on D St., 
Encinitas, Calif. 


Foy Riley, owner of Riley Dry 
Cleaners, Tyler, Tex., has an- 
nounced the sale of his estab- 
lishment to Glenn Teel. 


John Vigil and Bill Haslam, Jr., 
have opened drycleaning 
establishment at Bently and E. 
Sts., Waterford, Calif. 


Mr. and Mrs. H. T. Tallant 
have opened Boonville (Calif.) 
Cleaners. 


Kent Cleaners No. 2 has opened 
at 119 Manor Dr., Sharp Park, 
Calif. 


Georgeanna Cleaners is now 
operating in its new building 
at 9778 Sierra, Fontana, Calif. 
Owners of the business are 
George and Anna Kokosky. 


Walter Harris, owner and oper- 
ator of American Cleaners, 
Oceanside, Calif., has  an- 
nounced that he has taken over 
the management of the Fall- 
brook bran h office 


Roy Bayless has opened a dry- 
cleaning establishment on Kan- 
sas Ave., Great Bend, Kans. 


C. R. Ottman has sold Fern- 
dale (Calif.) Cleaning, Main St., 
to Mr. and Mrs. Sanford Shaw. 
The plant will be operated as 
Shaws Cleaners. 


Bernard Gillespie of Gillespie 
Cleaners, Fairfield, Calif., has 
yurchased Walter Kashuba’s 
fore in Vacaville and has 
installed the equipment in his 
Fairfield plant at 1250 Texas 
St. The establishment will be 
known as Gillespie Cleaners 
and Laundry. 


Mr. and Mrs. J. R. Thomas, 
owners of Cotati (Calif.) Clean- 
ers, are selling the business to 


William F. Graham. 


Mr. and Mrs. E. T. Farrell have 
purchased Al’s Cleaners, 4225% 
Eagle Rock Rd., Los Angeles. 


Zel Gerber has opened Jacque’s 
French Cleaners at 4313 N. 
Peck Rd., El Monte, Calif. 


Mrs. Gertrude Bullock and Mrs. 
B. Mann are operating Chimes 
Cleaners, 5687 College Ave., 
Oakland, Calif. 


A new unit of McDaniels’ 
Cleaners & Dyers has been 
opened by Mr. and Mrs. E. A. 
McDaniels at 14238 E. Ramona 
Blvd., Baldwin Park, Calif. 


Harry Magidson has opened 
Dutch Master Cleaners at 1330 
San Fernando Rd., San Fer- 
nando, Calif. All new equip- 
ment has been installed. 
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TAG-O-LECTRIC 


1 Makes, marks and power 
staples temporary identifica- 


tion tags in one oper- 
ation. Models for all 


gulia laundries and cleaning 
plonts. 
\\ RIBBON-RITE 


MARKING MACHINE 

Clean, sharp, indelible 
| ribbonized marking. No 
| inking grief. Always 
ready for use. 


Edward R. Olbright, president 
of the OHM Corporation, Gree- 
ley, Colo., has opened a One 
Hour Martinizing plant. 


Fashion Cleaners has opened 
at 701 Main St., Corona, Calif. 
Alva Thaning is the owner. 


Joe H. Pohl has bought O.K. 
Cleaners, 162 N. Maple St., 
Manteca, Calif., from Delcine 
Burnett. 


The third plant in the 27-year- 
old Bell Cleaning and Laundry 
Company was opened 


at 3000 S. Buckner Blvd., Dal- 
las, Tex. The company has 21 
branch stations in the area, ac- 
cording to Charles S. Bell, 
president. 

Fadal Cleaners, 1724 Broad- 
way, San Antonio, Tex., owned 
by Goldye Stein and Fay 
Shapiro, has purchased a site 


for a future plant at Military 


TEXTILE EQUIPMENT 


FOR MODERN, 
IDENTIFICATION 


TAG-O-MATIC 


Meokes, marks and 
stacks tags. Any code 

in numbers and letters 

up to 10 characters. 
TAG-O-LECTRIC 


FIBEROLL 
The only tag roll that carries 
operational guarantee for 4 /] 


Tag-O-Lectrics and Tag-O- \ 
Matics. No 


1 and No. '» 
TAG-O-LECTRIC STAPLES 
Rust-resistant or rust proof 
Made for power, precision 
stapling 


WRITE for “FREE BOOKLET” TEMPORARY IDENTIFICATION for LAUNDRIES 
TEXTILE MARKING MACHINE CO., Inc. 


246 WALTON ST 
SYRACUSE 2,N.Y 


Highway East and Austin Post 
Rd. 


Glo Cleaners has leased space 
in Myers shopping center, now 
under construction at 720 N. 
Sylvania, Forth Worth, Tex. 


Don Speaker and Lee Ramsey 
have opened Service Drive-In 
Cleaners at 111 N. Center St., 
Whitesboro, Tex. 


Workmen have begun on a new 
home for By-the-Way Cleaners 
on Madison St., McGregor, Tex. 
The business is owned by C. F 


and John Blake. 


Robert F. DeMello has an- 
nounced the purchase of State 
Dry Cleaners, Hayward, Calif., 
from Tony Cardoza, Mr. De- 
Mello operates Roberts Dry 
Cleaners in Hayward and at 
the Parks Air Force Base and 
also Centerville (Calif.) Dry 
Cleaners. 


DOMINION of CANADA 


Bert Steinhoff has opened a 
new drycleaning and automatic 
laundry establishment in South- 
hampton, Ont. 


Select Dry Cleaners, owned by 
Durrie and Dennis Avmstrong, 
has opened in Kamsack, Sask. 


Best Cleaners Ltd. has opened 
a branch at 2493 Dufferin St., 
Toronto, Ont. 


Kinistino (Sask.) 
has opened. 


Dry Cleaners 


Godrey Cleaners has opened in 
the Cliffside Plaza shopping 
center, Scarborough, Ont. 


A modernization program was 
recently completed by Personal 
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Service Cleaners Ltd., 56 Union 


St., St. John, N. B. 


Mario Olivastri has taken over 
management of Dresden (Ont.) 
Dry Cleaners from John 


Drlicka. 


Stan Knipe, proprietor of Hope 
(B. C.) Dry Cleaners, has bought 
a lot on Wallace St. and Third 
Ave. and plans to build a new 
plant. 


James Hamilton has announced 
plans to open a drycleaning 


establishment in West Lorne, 
Ont. 

Walter Faulds, proprietor of 
Faulds Cleaners, 366 Talbot 
St., St. Thomas, Ont., has in 
stalled a new storage vault. 


EFFICIENTE 


WARCO PRODUCT has been scientifi- 
cally created to do a specific job . . . and 
nothing else on earth will do that job so well. 
Why, then, waste time with less efficient 
products? 


ALL COLER 
BLEACH 


10 Ib. jar $6.85 


TEN-MINIT 
BLEACH 
10 Ib. jar $8.95 
In cases of 4, $1 less 


per case 


Order from your jobber 
or write direct 


SCRAM 
BLOOD 


Gal. $5.50 


in cases of 4, $1 less 
per case 


Ask about these 
Warco Products: 


T.S.8. Set 
Dutex 


LABORATORIES 


1636-40 West Vernon Ave. 


Los Angeles 37, 
Calif. 


Stain-awoy 
@ Bil-Vis-x 


/ 


SAVE UP TO 50% 
on HANDLING 
“COSTS 
FREE BOOKLET 
SHOWS HOW! 


CONTINURAIL 


OVERHEAD RAIL SYSTEMS 
FOR COMPLETE & PARTIAL SYSTEMS 


@ We provide the inexpensive patent- 
ed fittings . . . priced as low as 
75¢ each. 

@ You provide your own ¥%" 
ordinary pipe. 

@ You install-it-yourself. 
threading .. 


No welding 
. No machining! 


Free planning service! 


MAIL COUPON TODAY! 


Withowt any ebdligetion te me, please send complete 
information on CONTIN-U-RAIL Overhead Rail Systems. 


ILLUSTRATED 
FOLDER Add 
shown step-by-step! Shows how Stote 
you install. it yourself, Nome .. 


wring wrench and screwdriver 


While 


Jobber ... 


MACHINE COMPANY Inc. 


14th St. & Lafayette Ave., Kenilworth, N. 4. 
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the Qualiter fame 


Quality 


The press pad that is engineered to 


THE PAD WITH LONGER LIFE deliver better pressing at low padding 


cost. Guaranteed for 4 months. 


Qualitex filter bags 


ALL FILTER BAGS GUARANTEED NOT TO SHRINK 


filter 
in either 


Qvalitex bags are avail 
able Cotton Duck or 
Nylon. Both ore pre-shrunk and 
can be safely loundered and are 


designed to fit properly. All bags 


sewn with Nylon thread. Nylon 
bags not only outlast Cotton 
bags, but permit a more thor- 
ough “back wash, thus elimi- 
nating frequent bag changing. 


SOLD THROUGH DISTRIBUTORS ONLY 


products company 
5760 W. Grand Avenue, Chicago 379, Illinois 


BOCK 


Insist On A Bock 
and 
You Will Have The Best 
We have made Extractors 
Exclusively For 35 Years 


1 5” 17” 


BOCK LAUNDRY MACHINE CO. 


TOLEDO 2, OHIO 


20” 


Sizes 


for Thirty-eight Years 


**Does your insurance pay you dividends?” 


MATIONAL INDEMNITY EXCHANGE 
—-MATIONAL FIRE INSURANCE EXCHANGE 


3820 Washington Boulevard, St. Louis 8, Missouri — 


BERTSCH & CO. ‘ 


The Bertsch 
Rug Wringer 


REDUCES 
Labor 70% 
Power 75% 
Dry Room Heat 80% 
Water use 75% 
FACTS 
Heavier materials 
Better materials 
Delivers more pressure 
Extracts more water 
Lower machine cost 
Long life 
less maintenance 
than other Wringers 
CAMBRIDGE CITY 
INDIANA 


NORTH EAST 


A One Hour Martinizing plant 
has been opened by Seymour 
Strauch, president of See-More 
Cleaners, Inc., Newark, N. J 


Chet's Supreme Dry Cleaners, 
State and Pulaski Sts., Auburn, 
N. Y., has installed new dry- 
cleaning equipment. 


Anthony J. Campanele has 
established a drycleaning plant 
at 53 New London Turnpike, 
Glastonbury, Conn. He is add- 
ing new equipment. 


Martin W. Brown has _pur- 
chased Paramount Dry Clean- 
ing and Dyeing Co., 1552 Dick- 
Ave., Scranton, Pa., from 
Bilcovitch. 


son 


Max 


Bud Glickman and Lou Schlaff- 

man have built a new plant for 

Service Dry Cleaners, 118-120 
Tabor Rd., Olney, Pa. 


n Penn 
air Ave., 


Beth Small plans to o 
Cleaners at 509 St. C 
Clairton, Pa. 


Henry Shea, president of Shea 
Dry Cleaning Companies, has 
announced the opening of a 
new unit in the Century shop- 
ping center, Memorial Ave., 
Vest Springfield, Mass. 


Ridge Cleaners, 40 S. Finley 
Ave., Basking Ridge, N. J., has 
filed a trade-name certificate. 


Jacobson's Cleaners, 752 Myrtle 
Ave., Brooklyn, N. Y., is cele- 
brating its sixty-second year in 
business. The plant was re- 
cently moved to larger quar- 
ters 


Al's Cleaners, Coraopolis, Pa., 
has announced the opening of 
a new store at 1109 Fifth Ave. 
Al Castracane is the proprietor. 


Highway Dry Cleaners has oc- 
cupied its new drive-in estab- 
lesan at W. Main and Pros- 
pect Ave., 


Patchogue, L. L, 


Howard A. Shaw is now the 
sole owner of Uptown Cleaners, 
Athol, Mass., which he had 
been operating in partnership 
with Kenneth Abare. 


Robert Kessler plans to open 
White Cleaning Co. at 145 
Penn Ave., Pittsburgh, Pa. 


Arthur and Abraham Plotkin 
have filed a certificate for the 
conduct of Nu’ Life One Hour 
Cleaners at 916 Braddock Ave., 
Braddock, | 


Vogue Cleaners & Dyers has 
opened a new drive-in at W. 
Fourth St. and Central Ave., 
Plainfield, N. J. 


Connecticut Cleaners has 
opened an outiet in Bishop's 
Corner shopping center, Hart- 
ford, Conn. Samuel B. Kravet is 
the president of the firm. 


New drycleaning equipment 
has been installed at Foster's 
Dyehouse, Bangor, Me., accord- 
ing to an announcement by 
Mrs. V. Dyer. 


Lucien Bilodeau and Rachel 
Bilodeau Greiner, owners of 
Bilodeau & Greiner, Springfield, 
Mass., have opened a One Hour 
Martinizing 


Renofab Process Corp., house- 
hold-furnishings cleaner, has 
moved to a new plant at 755 E. 


134th St., New York, N. Y. 


Taft Cleaners, 41 S. Livingston 
Ave., Livingston, N. J., has 
ope ned a store in the Town 
and Country shopping center. 
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HUNTINGTON LABORATORIES, INC. 
Huntington, Ind. + Toronto, Canada 


MOTH-SAN 


Stacey Cleaners & Dyers has 
installed new finishing equip- 
ment in its main plant at 2000 
N. E. Alberta St., Portland, 
Ore. 


P. C. Olson and his son and 
daughter-in-law, Mr. and Mrs. 
Palmer Olson, have opened a 
new Kent (Wash.) Cleaners 
plant at S. First and Titus. The 
owners have installed new 
equipment. 


Lou Kinal has purchased Mod- 
ern Cleaners, 440 N.E. Adams, 
Camas, Wash., from Les and 
Mae Bowers. He is changing 
the name of the establishment 
to Modern Method Cleaners. 


Bob and Helen Orndorff plan 
to open Afton (Wyo.) Cash and 
Carry Cleaners in the Arthur 
Mead Building. 


Edgar Storset has opened Radi- 
ant Cleaners at 969 Bridge St., 
Vernonia, Ore. 


An expansion and remodeling 
program is under way at Amer 
ican Cleaners, Longview, Wash 
Adolf Hagemann owns the dry- 


cleaning portion of the busi- 
ness; Virgil Rutledge owns the 
laundry. 


Mr. and Mrs. Pat Tankersly 
are planning to open Pats 
Cleaners in Nehalem, Ore. 


Willmer Van Vleet, Jr., has 
purchased Stayton (Ore.) Dry 
Cleaners from Mr. and Mrs. 
John McMann. 


Joe Kubin has purchased Holly- 
wood (Ore.) Rose Cleaners, 
3801 N.E. Sandy. He has in- 


stalled new machinery. 


The Woodlawn Cleaners plant, 
806 N.E. Dekum St., Portland, 
Ore., which was recently de 
stroyed by fire, has reopened 
after remodeling and redeco- 
rating. 


A new branch of Burke's Ideal 
Cleaners has opened at Canyon 
and Haskell Rds., Beaverton, 
Ore. 


Oswego (Ore.) Cleaners and 
Dvers, State St., is now under 
the management of Mr. and 
Mrs. Henry C. Webb. 


OBITUARIES 


Herman Ermisch, 53, owner of Modern Cleaners, Brazil, 
Indiana, and Herm-Ermisch Cleaners, Terre Haute, Indiana, 
died recently. Mr. Ermisch was a past president of the In- 
diana State Dry Cleaners Association, and a member of the 
Kiwanis Club, Elks and Masonic Lodges and the Zorah 


Shrine Temple of Terre Haute. 


L. A. W. Kiehm passed away in Evanston, Illinois, on May 
15 after a prolonged illness. Mr. Kiehm was a widely known 
allied tradesman in the laundry and drycleaning industry. 
He was associated with The American Laundry Machinery 
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yourself 
abreak 


instead of a breakdoun! 


When buttons, buckles ot 
bobby-pins somehow get 


by the button and pin 
catcher and into your old- 
fashioned pump and your 
ears are hurt by the 


“crunch” of gears — then 
you'll wish you had a long-lasting, efficient Inger 
soll-Rand open impeller pump on the job. They 
eliminate the need for carrying “stocks” of replace- 
ment pumps, give you top value for your invest 
ment, stay on the job with little maintenance. For 
complete information about I-R Motorpumps and 


their place in your profit statement, write: 


Ingersoll-Rand 


11 Broadway, New York 4, N.Y 


8 


TIME SAVERS’ ‘’HI-SPEED” RAIL FITTINGS 


TIME-SAYVERS 
Walnut St., Montclair, J, 


EGENTLEMEN: Fiease send without 


Bebligation your FREE booklet on§ 
“Hi-Speed” RAIL® 
ITTIN 


TIME SAVERS, INC. i 
83-99 WALNUT STREET qcity 
MONTCLAIR, NEW JERSEY OF JOBBER 


STATE 


i 
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AT NO EXTRA COST 
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COST | 
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~- NOW = 
The CONVAIR" 


Converts your old, 
slow-moving 
Foot-Press into 
a fast, efficient 
Air-Operated Press 


for only $300. Write for Details NOW! 


NEW YORK PRESSING MACHINERY CORP. 
880 BROADWAY NEW YORK - 3 


WPR Spotting Guide Chart 
HURRY! HURRY! 


GET YOUR FREE 


SPOTTING GUIDE 


TODAY! 


The new handy WPR Spotting Guide Wall 

Chart tells you how to recognize and remove 
many different types of stains instantly 

one over your board—see how much easier 

and faster you work, Get your guide today ' 


NATIONAL CLEANERS CHEMICAL MFG. CO. 
2807-11 W. LAKE ST. @ CHICAGO 12, ILLINOIS 


Post 


> 


LAUNORY 


used by 
LEADING LAUNDRIES 
and DRY CLEANERS 


BLACK, INDELIGLE INK 
GREATER INK SUPPLY 

WON'T WASH OUT 

WON'T ORY OUT 

DARKER, CLEARER MARKINGS 
WRITES SMOOTHLY ON 
FABRIC OR PAPER 


DISPOSABLE NWO REFILLS 


AND STRAYS! 


bbe t write direct giving jobbers name 


TAUBMAN CO. West St. Dept New York 1 Ww OY 


You can depend on 


PRODUCTS ADVERTISED in 
The NATIONAL CLEANER & DYER 


When you order by trade name the supplies and 
equipment described in advertisements in this maga- 
zine, you know the manufacturers are prepared to 
stand behind them. This is your assurance of quality 


and performance. 


Company in the Chicago area until 1930, when he joined 
W. T. Lane & Bros., inc. He remained that company’s repre- 
sentative in the West until his retirement in 1949. 


Robert J. Morrow, 65, vice-president and treasurer of 
Canadian Laundry Machinery Company, died recently. Mr. 
Morrow had been a member of the firm for 42 years. He was 
a Mason and a Rotarian. His wife, two sons and stepfather 
survive. 


Michael P. O'Connell, 70, vice-president and general mana- 


| ger of The Minnesota Chemical Co., St. Paul, died recently. 


Mr. O'Connell joined the company in 1926 as a bookkeeper. 
Upon the death of the president, R. P. Baker, in 1943, Mr. 
O'Connell led the firm through the war years until the return 
from service of Mr. Baker’s three sons. Mr. O'Connell was 
a member of Knights of Columbus and the St. Paul Athletic 
Club. Survivors are his wife, his son and two daughters. 


Anton Rossler, owner and operator of South Fort Worth 
(Texas) Duraclean Service, died on May 24. Mr. Rossler 
retired from the Army in 1944 after 30 years of service in 
the Quartermaster Corps. He was a member of the Masons, 
the Alpine Commandery, Knights Templar, the Shrine and 
the American Legion. His wife and two brothers survive. 


G. G. Sanborn, 64, assistant vice-president of Tingue, Brown 
& Co., New York, died recently at Colorado Springs, Colo- 
rado. As representative of Tingue, Brown for 27 years, Mr. 
Sanborn covered areas from Maine to Texas. In 1942 he 
moved from New Jersey to Atlanta, Georgia, to manage the 
company’s mill there. 


MEETINGS SCHEDULED 


July 8, 9, 10, 11, 12, 13, 14, 15, 16 and 17—Laundry, Dry 
Cleaning and Allied Trades Exhibition, Olympia, Lon- 
don, England. 


August 13, 14 and 15—National Institute of Drycleaning 
Alumni Society, Back-Home Day, Hotel Shoreham, 
Washington, D. C. 


August 30 and 31—Virginia Association of Launderers and 
Cleaners, Inc., Annual Convention, Chamberlain Hotel, 
Old Point Comfort. 


October 10, 11 and 12—Pennsylvania Association of Dyers 
and Cleaners, Annual Convention, Penn-Harris Hotel, 
Harrisburg. 


October 14, 15, 16 and 17—American Institute of Launder- 
ing, Annual Convention, Atlanta Municipal Auditorium, 
Atlanta, Georgia. 


November 5, 6 and 7—Illinois State Cleaners and Dyers 
Association, Annual Convention, Sheraton Hotel, Chi- 
cago. 

November 5 and 6—Kentucky State Laundry and Cleaners 
Association, Annual Convention, Phoenix Hotel, Lexing- 


ton. 


December 5—Wisconsin Dry Cleaners Association, Inc., 
Annual Convention, Schroeder Hotel, Milwaukee. 


NATIONAL CLEANER & DYER 
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... the oldest name in dry cleaning filtration 


July, 1954 


. THE ONLY 


THE ORIGINAL . SCREEN FILTER 


PROVED 
THOUSAN 
USE! 


“an FILTRATION ENGINEERS, INC. 
1624 N. Kilbourn Ave., Chicago 39, Ill. 
Send free literature on the Olson Tubular Screen Filter 
Name, 
Firm 
Address 
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NATIONAL MARKET 


Where Buyers and Sellers Meet 


10¢ a word for the first insertion and 8¢ ao word for each subsequent, 
consecutive insertion of the same ad. Advertisements set in capitals 
or bold face type 15¢ @ word, 10¢ a word for subse 
$2.00 (new or repeat). 

Help Wanted ond Situations Wanted ads 5¢ a word for first inser 
tion, 4¢ a word for each subsequent, consecutive insertion of same ad. 


Minimum charge Capitals or bold face type 


first insertion; 


quent, consecutive insertion. Minimum charge 


$1.00 (new or repeat) 
double these rates 


Add five words if answers are to come to a box number to be for- 
warded by us. 

Be sure to write your copy, name and address plainly. 

Advertisements in this department must be in our hands NOT LATER 
THAN THE 12th OF THE PRECEDING MONTH. 

Cosh must accompany all orders for advertisements in our classified 
columns. No book accounts can be opened, as the low charge made 
does not permit this expense. 


Mail Your Replies to Box Numbers to National Cleaner & Dyer, 304 E. 45th St. 


, New York 17,N. Y. 


CLEANING PLANTS FOR SALE 


TO BUY OR SELL A LAUNDRY, DRYCLEANING OR RUG 
CLEANING BUSINESS IN NEW YORK, NEW JERSEY, 
CONNECTICUT OR PENNSYLVANIA, CONTACT RICHARD 
J. MULLER, Lic. Broker, 89-16 184th St., Jamaica 3, N. Y. 
RE public 9-3016. 5814-2 


For Sale—laundries rug cleaning plants in 
Metropolitan N. Y. C. area, Westchester, New Jersey, Connecti- 
cut, Pennsylvania. If interested in buying or selling, contact 
J. B. KANDEL, 131-39 228TH STREET, LAURELTON, LONG 
ISLAND, NEW YORK. PHONE: LAURELTON 8-3291. 4648-2 


Well-established modern drycleaning plant, new building, drive- 
in 1 block from town, only plant. Top prices, noted for quality 
cleaning. Lake and village trade. Open to inquiry. Reason: wish 
to retire, and other business to look after. ADDRESS, Box 6004, 
NATIONAL CLEANER & DYER, -2 
We equip wed 


Pricec 


drycle aning plants, 


Virginia and established petroleum plant with 
large capacity for quick sale as owner wishes to retire 
$25,000 cash required. ADDRESS, Box 6005, NATIONAL 
CLEANER & DYER. 2 


DENVER, COLORADO—Drycleaning plant for sale. Practically 
new Hoffman 140F plant with annual volume of approximately 
$80,000. 3 trucks. Wish to retire after 42 years in same loc 7/7 
on a main street in one of the fastest-growing cities in the U. S 
Ideal climate. If you are coming to Denver and are Saecanel 
in a completely equipped cleaning plant, be sure to see this one 
Always welcome. For complete details, write IMPERIAL 
CLEANERS, 236 Broadway, Denver, Colo 6028-2 


DRYCLEANING PLANT located in central Illinois. Stoddard 
solvent plant. INCREASE EVERY YEAR IN SALES. 1953 
VOLUME IN EXCESS OF $200,000. 1953 EARNING REC- 
ORD OVER $23,000. This is the city’s leading plant. Excellent 
equipment, layout and personnel. Up-to-date operating state 
ment and balance sheet available to really interested parties. All 
retail work at top prices. Long-term lease on building with op 
tion for renewal at moderate rent. Reply: ADDRESS, Box 6012, 
NATIONAL CLEANER & DYER, -2 


Completely equipped solvent plant, $140,000 gross. Call office, 
routes, wholesale. Located in one of the fastest growing areas 
in southern California. Business increasing each quarter. $20,000 
to handle. ADDRESS: Box 5883, NATIONAL CLEANER & 
DYER 2 


Well-established solvent plant and shirt unit, northwestern Penn 
sylvania. Storage vault and rug room; 4 stores; 6 routes; 3 apart 
ments over offices. Equipment in excellent condition. Excellent 
buy. Write: Box 5927, NATIONAL CLEANER & DYER. 2 
MIAMI, FLORIDA: Wonderful opportunity for responsible 
parties to purchase this NAPHTHA PLANT, with no om down 
Grossing $65,000, annually. ADDRESS: Box 5930, 
CLEANER & DYER. -2 
DRYCLEANING PLANT in Milwaukee, Wisconsin, Established 
20 years. Wholesale and retail. $100,000 yearly volume. Well 
equipped solvent plant, located in center of fast-growing territory; 
inc ludes machinery, delivery equipment, 60 x 120 building and 
additional land for expansion. Price $60,000. ADDRESS: 
5733, NATIONAL CLEANER & DYER. 

For Sale—Drycleaning 
Florida. New equipment 
work, cash-and-carr; 
younger man with 


ADDRESS: Box 


Box 


plant (solvent). Fast-growing area, 
Last year’s volume—$43,000, Contract 
This business can easily be increased by 
ambition. Price $35,000. For details write— 
5948, NATIONAL CLEANER & DYER. -2 
established 31 years. Property in luded, two apart- 
ments above. Wish to retire Located south California. AD- 
DRESS: 5888, NATIONAL CLEANER & DYER. -2 


Solvent plant, 


Box 
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Partner's death forces sale of plant in south California, doing 
over $6,000 per week. Fair equipment, fine building, terms. Fine 
spot for linen and industrial supply. ADDRESS: Box 5889, 
NATIONAL CLEANER & DYER. -2 
Drycleaning-Tailoring, tuxedo rentals, sales $14,000 yearly, 
plete equipment, Pa. city, must move quickly, low price. Apple 
Co., Brokers, Cleveland, Ohio 6044-2 
Drycleaning plant, ideal location in city, central New York State. 
New, modern equipment. Large cash-&-carry business. Also 
routes. This plant must be seen to be appreciated. Wonderful 
opportunity for one, two or even three people who know their 
business. Volume over $150,000 yearly. Can be purchased with 
or without real estate. Doctor's orders to sell. ADDRESS, Box 
6059, NATIONAL CLEANER & DYER. -2 


FOR SALE: Laundry, 


com- 


drycleaning and rug cleaning plant in 
western New York State. Completely equipped with much new 
equipment; buildings, land and plenty of room for expansion. 
Reason for selling is ill health. ADDRESS, Box 6037, NATIONAL 
CLEANER & DYER. -2 
For sale: Prosperity drycleaning plant in central California. All 
equipment in excellent condition. Air-cooling system. Doing 
$50,000 a year gross. ADDRESS, Box 6010, NATIONAL 
CLEANER & DYER. -2 


Petroleum plant; prosperous growing city southern Michigan. In- 
vest your money where you can get good returns. Investigate. 


ADDRESS, Box 6062, NATIONAL CLEANER & DYER. -2 


Modern laundry, drycleaning and storage plant, located in south- 
west Iowa. 65% cleaning and 35% laundry. Direct labor cost 
19% —1953 sales over $200,000, can be increased. All equip- 
ment new, trucks in good condition. Profitable business, wil 
stand investigation. Established over 42 years. Owner's death 
reason for sale. Box 6072, NATIONAL CLEANER & DYER. -2 
FOR SALE: Solvent plant, excellent business, long lease on build- 
ing. Wish to retire. Located Mid-Central Illinois. ADDRESS, 
Box 6074, NATIONAL CLEANER & DYER. 3 
Brand 10,000, 
5-year opened 
June 1. Price $12,300, ready to operate. 3-hour service, cash-and- 
carry operation. Fine for couple. ADDRESS, Box 6075, NA- 
TIONAL CLEANER & DYER. -2 


FUR STORAGE PLANT FOR SALE 
WHOLESALE FUR STORAGE, CAPACITY 36,000 COATS, 
5 tiers, large compressor, electric humidifier, complete fur clean- 
ing equipment. $35,000 cash necessary. Metropolitan New York 
City. Richard J. Muller, 89-16 184th St., Jamaica 3, N. Y. REpub- 
lic 9-3016 6061-21 


new Vic cleaning plant in Ohio County 
lease, location on square. All new equipment, 


seat, 


CLEANING PLANTS WANTED 
WANTED—IN FLORIDA—DRYCLEANING OR LAUNDRY 


AND DRYCLEANING PLANT IMMEDIATELY. C. B. MYERS, 
BOX 835, WINTER HAVEN, FLA. 6048-1 


WANTED TO LEASE 


Want to lease with option to buy small cash-and-carry solvent 
plant. Prefer Southwest. ADDRESS, Box 6001, NATIONAL 
CLEANER & DYER. -17 


BUSINESS OPPORTUNITIES 
Short of working capital, need $7,000 cash for half-interest in 
solvent plant. Fastest growing area, Florida East coast. Retail 
and wholesale. Prefer experienced f° urtner. ADDRESS, Box 6076, 
NATIONAL CLEANER & DYE -11 


NATIONAL CLEANER & DYER 


SITUATIONS WANTED 


COMBINATION SPOTTER AND PRESSER. 15 YEARS EX- 
PERIENCE, ABLE TO ASSUME FULL RESPONSIBILITY 
IN DRYCLEANING DEPARTMENT. WOULD LIKE POSI- 
TION IN SAN BERNARDINO, CALIF., OR SANTA FE, NEW 
MEXICO. WRITE NORMAN PRADIA, 88 MAPLE AVE., 
MONTCLAIR, N. J. 5990-5 


Manager's position wanted, graduate two cle aning schools, highly 
technical. 20 years in industry, manager's experience, strictly 
sober. Want something with security and a future. ADDRE = 
Box 5671, NATIONAL CLEANER & DYER. 


Laundry and drycleaning superintendent. 25 years experience, 
dependable, married, sober, production and quality, pleasant to 
get along with. Position must be steady. Prefer warm climate or 
foreign country. Jack Cason, Shepardstown, West Virginia. 6018-5 


Silk spotter, thoroughly experienced. Skilled in prespotting and 
wetcleaning of silks. Sober and dependable. ADDRESS, Box 
6025, NATIONAL CLEANER & DYER -5 


EXPERIENCED MANAGER: Silk spotter, 20 years in dryclean 
ing, capable of training help in all departments, wants steady 
position with a solid future. 39 years of age. Prefer Metropolitan 
New York or Long Island. ADDRESS, Box 6051, NATIONAL 
CLEANER & DYER. -5 


Young man, 27, good appearance, presently managing and spot- 


ting in small synthetic plant which he installed complete; desires 
change. Fairly new to cleaning industry, but interested and ca- 
pable of learning very quickly. Sound basic knowledge of all 
phases at present. Formerly draftsman and then erection super- 
intendent—used to managing personnel and assuming responsi 
bility. No aversion to long hours and hard work. Locate any- 
where. Best of references. ADDRESS, Box 6042, NATIONAL 
CLEANER & DYER. 5 


Sales manager and supervisor for chain of stores, capable of 
assuming full responsibility to hire and train help. Have many 
years experience in large chain organizations. Will consider any 
ocality out of New York City. ADDRESS, Box 6053, NATIONAL 
CLEANER & DYER. 5 
MANAGER, SUPERINTENDENT, or SPOTTER desires position 
with quality plant, have 2nd class engineer license. Would also 
consider making investment. Prefer Washington, Oregon State. 
25 years experience, married, reliable. ADDRESS, Box 6060, 
NATIONAL CLEANER & DYER. 5 


SILK SPOTTER DESIRES JOB IN QUALITY PLANT IN 
MIDDLE WEST OR SOUTHWEST. 25 YEARS EXPERIENCE, 
HUBBARD STUDENT, MARRIED, CHRISTIAN, DO NOT 
DRINK. A GOOD SPOTTER, 44 HOUR WEEK. SALARY $80 
PER WEEK. ADDRESS, Box 6056, NATIONAL CLEANER & 
DYER. -5 


SALESMEN-DISTRIBUTORS WANTED 


Salesman with a large following among cleaners and laundries to 
sell fur cleaning and storage chemicals. Unusual opportunity 
with well-known firm. No technical background necessary. 
Bernard Sirotta Company, 620 Smith St., Brooklyn 31, N. Y. 
3371-14 
JOBBERS—DISTRIBUTORS for PADS, COVERS and FLAN- 
NELS of BEST QUALITY and FULL CUT. Write for samples 
and low prices to E. L. RUBIN Mfg. Co., 4 Monroe Street, Pitts- 
field, Mass. 5920-14 
DISTRIBUTORS—JOBBERS for wire garment hangers. Exclu- 
sive territories still available. DIAMOND WIRE HANGER 
CO., CLAIRTON, PA. Mfrs. of Wire Coat Hangers. 5669.14 
EXCEPTIONAL SALES OPPORTUNITY. SPECIALIZED DRY- 
CLEANING DETERGENT AND PROCESS. SALARY AND 
EXPENSE ACCOUNT. HIGH COMMISSION OPPORTUNITY, 
TRAVEL REQUIRED. EXPERIENCE IN PLANT SERVICING. 
ADDRESS, Box 5983, NATIONAL CLEANER & DYER.  -14 
MANUFACTURERS’ REPRESENTATIVE 
ATTENTION MANUFACTURERS — — — SOLVE 
DISTRIBUTION PROBLEMS. We are presently dealing with 
many triple A jobbers throughout the U. S. and Canada and are 
in a position to sell your products to the Laundry and Dryclean- 
ing Industries. Increased distribution, sales, and PROFITS can 


be yours in a short time with our help and active sales crew. 


ADDRESS, Box 6068, NATIONAL CLEANER & DYER. — -19 
BUSINESS SERVICE 
DIRECT MAIL ADVERTISING for cleaners that gets new 


business at low cost. Write for free samples. Reba Martin Co., 
4201 N. W. 2nd Ave., Miami 37, Fla. 5974-10 


YOUR 


eee and upholstered furniture cleaned for the trade. New 
York Metropolitan area. Famous Curtain Cleaners, ESplanade 
6-5151. 6022-10 


CONSULTANTS 
LET US TELL YOUR CUSTOMER! Impartial laboratory re- 


ports on garment damage for settlement of claims, expert testi- 
mony for arbitration or referee. Prompt service, reasonable fee. 
TEXTILE ANALYSIS SERVICE, 44 Fisherville Rd., Route 10, 
Penacook, N. H. 3635 25 


IN TROUBLE? Our chemical 


analysis of garments and Jabora- 
tory reports place responsibility for dam ige, and save your 
money. Charges light. HUBBARD TE “Ty CONSULTING 
BUREAU, RT. 3, CHARLOTTESVILLE, 6040-25 


PLEATING PATTERNS 


HELP WANTED 


Working foreman for cleaning and pressing department, must 
be able to help in both spotting and wool pressing. Good start- 
ing salary. De Luxe Dry Cleaning Co., 12 Center St., Batavia, 
New York. 6026-7 
MANAGER who is interested in future advancement to take com- 
plete charge of wholesale drycleaning plant. Must be NID grad- 
uate and capable of training all personnel in plant. Write stating 
past experience, salary desired and personal background. AD- 
DRESS, Box 6046, NATIONAL CLEANER & DYER. 7 
RUG CLEANING SUPERINTENDENT, 30 to 45 years of age, 
with at least 10 years experience in rug cleaning plant. Excellent 
position for right man. Send full particulars, incloding experience, 
salary requirements, etc., in first letter. Reply: ADDRESS, 
6047, NATIONAL CLEANER & DYER. 


Combination silk and wool spotter. Excellent working conditions 
top salary and excellent a for one who wants to live 
in Colorado. Zoric Laundry & Cleaners, 210 East Oak, Fort 


Box 
-7 


Collins, Colorado. 6064-7 
Spotter, experienced quality work only. Able to maintain Pros- 
perity unit. State age, references, salary expected. ADDRESS, 


Box 6043, NATIONAL CLEANER & DYER. 7 


FEMALE—Qualified silk spotter for well paid steady position in 
the Spotless Plant, Vancouver, Canada’s most modern cleaning 
establishment. In your reply, state full details of your background, 
and experience including present employment, age and training. 
Apply to Personnel Office, Spotless Plant, Vancouver, British 
Columbia, Canada. 6069-7 


SPOTTER-MANAGER for large synthetic plant in upstate New 
York. $100 per week starting salary. Write full details, AD- 
DRESS, Box 6073, NATIONAL CLEANER & DYER, -7 
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DO YOUR OWN PLEATING with an EISINGER PLEATING 
OUTFIT. Pleats garments without the use of expensive - 
ment. Easy to operate. Write for details. FRANK vk EISINCER, 
783 Southern Blvd., Dept. N., Bronx, New York 55, N. 

22 
SPECIAL PLEATING PATTERN OFFER;:. —36" ‘Sunburst Ac- 
cordion Pleating Pattern ONLY $7. Regular catalog price $14. 
FRANK EISINGER, 783 Southern Blvd., Dept. N., Bronx, 
N. Y. 5. 6030-22 


TAILORING INSTRUCTIONS 


LEARN TAILORING, REPAIRING, DESIGNING and CUT- 
TING on Men's & Women’s garments. (3 Separate Books.) Free 


booklets describing these books sent on request. Resident 

Courses also. Master Designer, Dept. K, 400 S, State Street, 

Chicago, Il. 5670-18 
DYEING 


SHARP’S REDYEING COMPANY—DYEING EXCLUSIVELY. 
WHOLESALE ONLY. We are now located in a large building 
and, in addition to our regular service on garments and house- 
hold goods, are equipped to give you a complete service on rugs 
and carpets, any size, 977 Jackson Avenue. Memphis, Tennessee. 

160-12 


Our 43 years’ experience, your assurance of quality on wholesale 
dye work, “We Know How.” WHITE’S, INC., Cleaners & Dyers, 
2487 Texas Ave., Shreveport, La. 5459-12 


SENECA DYERS, INC.—EASY-TO-FINISH DYED WORK— 
SPECIAL ATTENTION TO MAIL ORDERS—SHARKSKINS 
DYED—NO WRINKLES. If you want the “BEST” send your 
next dye order to the SENECA DYERS, INC., 1227 MAPLE 
STREET, ROCHESTER 11, N. Y. 5846-12 
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MACHINERY FOR SALE 


MACHINERY FOR SALE (Cont'd) 


REBUILT TO WEAR WITHOUT REPAIR. Complete dry- 
cleaning plants for solvent or synthetic, also complete la 

plants. Large stock on floor ready for inspection. Write for 
catalogue or visit us. IMPERIAL LAUNDRY MACHINERY 
CO., 121 Greenpoint Ave., Brooklyn 22, N. Y., Tel.: EV-9-6585. 


5199-4 
For drycleaning-laundry machinery try KEEL COMPANY, 
7230 N. Western Avenue, Chicago 45, Illinois. 1463-4 


Prosperity 6A fully automatic synthetic unit, used less than 2 
years. Can be seen in operation. Priced reasonably; can arrange 
terms. Trade-ins accepted. IMPERIAL LAUNDRY MACHIN- 
ERY CO., 121 Greenpoint Ave., Brooklyn 22, N. Y. Ev-9-6585. 

5200-4 


LIQUIDATION SALE OF ENTIRE DRYCLEANING PLANT, 
ALL, MACHINERY Al CONDITION; 54 x 70” HOFFMAN 
BALLOON DRYCLEANING WASHERS; 48” and 60” AMICO 
OPEN-TOP EXTRACTORS; 5000 and 8000 GALLON FIL- 
TERS, MOTOR DRIVEN PUMPS, TRAPS, ETC. ALSO 
SMALLER WASHERS, EXTRACTORS AND FILTERS AVAIL- 
ABLE. VERY REASONABLY PRICED. WRITE, WIRE OR 
"PHONE FOR FULL DETAILS. WILLIAMS LAUNDRY MA- 
CHINERY CO., INC.,, 37-37-9th STREET, LONG ISLAND 
CITY 1, NEW YORK. STILLWELL 6-6666. 5378-4 


IMPERIAL LAUNDRY MACHINERY CO., 121 Greenpoint 
Ave., Brooklyn 22, N. Y., EV 9-6585, has available laundry and 
dry« leaning equipment from several modern plants, some used 
only 3 years. Prices reasonable and terms extended. Write for 
our availability list without obligation. 5201-4 


IMPERIAL, LAUNDRY MACHINERY CO., INC.,, 121 Green- 
yoint Ave., Brooklyn, N. Y. Ev 9-6585, are selling for owners of 
"ENN CLEANERS, 207 W. 38th St., New York City—Prosperity 
laundry and drycleaning units; Prosperity 60 lb. automatic wash- 
er; 2 Mercury 140F cleaning units, 2 years old; tumblers; 
miscellaneous items. Also available synthetic and petroleum 
cleaning units; 2-girl shirt units; 5 H.P. Ingersoll-Rand com- 
pressor; 10 H.P. packaged boiler. Building must be vacated im- 
mediately. Write or telephone for inspection and details. 5417-4 
Drycleaning washers, 54” x 60” Hoffman washers, motor-driven, 
explosion-proof motors; also 8000 gal. Hoffman filter; a full line 
of stills and accessories. D'Angelo & Ash, Inc., 301 Beac h 7st 
St., Arverne 92, New York. Belle Harbor 5-3229, night phone 

Shore Road 5-6410 6057-4 


( ook washe r, 
very reasonable 

Arverne 92, New 
Shore Road 5-6410 


50 Ib. capacity, all stainless steel, motor-driven, 
D'Angelo & Ash, Inc., 301 Beach TlIst St., 
York. Belle Harbor 5-3229, night phone 
6058-4 


EXTRACTOR RINSE UNIT. Complete petroleum drycleaning 
washers. 2 10” x 30" 2 pumps; 2—1000 gal. filters: 
2—Koss solvent cookers 175 gal. storage tanks, All machines 
are mounted on steel frames. One 26” extractor, set up for an 
extractor-rinse drycleaning process, extra pump tank and valves. 
1 extra 175 gal. storage tank. Machinery will clean 1,000 Ibs. in 
an S-hour day. WILL BE SOLD AT A SACRIFICE PRICE. 
Phone Utica 4-3856. PROGRESSIVE CLEANERS, 1128 Bleecker 
St.. Utica, New York 6041-4 


washers, 


l—New 140° F 
with individual 
Was part of 
used for 
Parsons Co., 810 Howard St 


Pantex model SH open-end tumbler, 36 x 30, 
cevlinder and fan, motors for 220V/60C/3PH. 
140 F unit. Lists for $1,200. In the crate, 
$600 cash, f.o.b. Omaha jobber, Kennedy & 
Omaha, Nebraska. 6054-4 


( omple te 
never 


Machinery for complete solvent plant, latest design, used just 4 
few months. Small amount of money. ADDRESS, Box 6052, 
NATIONAL CLEANER & DYER. -4 


2—SORTING REELS, six-foot diameter, ball-bearing. Peerless 
Dry Cleaning Co., 2010 So. Calhoun St., Fort Wayne 6, Indiana. 
6039-4 


GUARANTEED DRY CLEANING MACHINERY FOR SALE: 
1-36" x 54” and 1-30" x 48” Gross MD. dry cleaning washers; 
1-30" x 40” and 1-36" x 54” Hoffman dry cleaning washers; 
]~42” x 64” and 2-42” x 72” Hoffman MD. dry cleaning wash- 


ers: 1-48” MD. Fletcher dry cleaning extractor; 140” MD. 
Hoffman dry cleaning extractor; 1-5000 G.P.H. Butler Filter 
monel screens and automatic scraper; 1-5000 G.P.H. Gross 


model “A” Filter monel screens, like new; 1-2000 G.P.H. Butler 
Filter monel screens. John Benz Engineering & Equipment Co., 
Maryland St., Springfield, Mass. Phone 4-0972. 5977-4 
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For Sale: 5000 GPH Gross filter with Monel screens and back- 
wash tank $500. Also 150 GPH Gross still with motor-driven 
pump $500. White Cleansers-Launderers, Inc., 199 Chandler St., 
Worcester, Mass. 6050-4 


Washer, filter, extractor, still, tumbler, and tanks, for a cheap 
buy. Write; Whisler’s Laundry, 531 Broadway, wee ty 


FOR SALE REASONABLE: Two (2) 44x 60 washers, AA mo- 
tor-drive, 4 yrs. old. One (1) 36x54 washer, AA motor-drive, 3 
yrs. old. One (1) 36x72 washer, belt-drive, new cylinder. One 
(1) 48” extractor, 4 yrs. old, Fletcher motor-drive. 100 gal. still, 
excellent condition. All equipment can be seen in use. Nortown 
Cleaners, 1529 Howard Ave., Chicago 26, Il. 6067-4 


Little Giant perc synthetic plant, all Monel, with filter and still, 
very good condition, ready to clean for you, as is. $750 or best 
offer will take it. Advance Cleaners, 820 West Lodi Ave., Lodi, 
California. 6070-4 


POWER PLANT EQUIPMENT FOR SALE 


20 H.P. Leffel Scotch boiler, automatic stoker, controls, new 
tuyeres and brick. Pass state and Hartford inspection. Langs, 
Chillicothe, Ohio. 6045-36 


PACKAGED BOILER—125 H.P. gas or oil. Bought new. Run 
three months. 100 lbs. working pressure. ADDRESS, Box 6049, 
NATIONAL CLEANER & DYER. -36 


10 H.P. vertical fire-tube Hamburg boiler, like new, with Schaub 
return system and all controls, plus oil burner, etc. Priced at $350 
for quick sale. 2—36 x 44” washers, maple cylinders, belt-driven, 
$50 each; 5 H.P. 220 volts, 60 cycle, 3 phase Wagner motor re- 
cently rewound, $50. Verbeyst Cleaners, Tulane St., Princeton, 
N. J. 5870-36 


1—100 H.P. horizontal return tube boiler, 125 PSI, 7 yrs. old, 
equipped to burn #5 heavy oil. This boiler is complete with in- 
duced draft fan blowing device, electronic eye and every con- 
ceivable safety device. This boiler located Baltimore, Md., guar- 
anteed to be in first class operating condition with insurance 
certificate. The first $3,500 gets it, where is, as is. Courtney 
Cleaners, Inc., 4012 Belle Grove Rd., Baltimore 25, Md. 6063-36 


STEAM GENERATOR—Sacrifice! Clayton 50 H.P. complete 


packaged oil burning unit with $1200 in new spare parts. Joseph 
Garson, Woodrow Ave., Norfolk, Virginia. Phone 27570. 6065-36 


For Sale: 20 H.P. upright boiler, oil-fired, return pump, high and 
low controls, good condition. Selling because of — | for larger 
boiler—$700. Bowman's Cleaners, 505 Baltimore St., Hanover, 
Pa. 6071-36 


MACHINERY WANTED 


IMPERIAL LAUNDRY MACHINERY CO., 121 Greenpoint 
Ave., Brooklyn 22, N. Y., EV 9-6585, will purchase or help you 
sell your surplus equipment. Send for list or ask for representa- 
tive. 5202-3 


WANTED USED HOFFMAN UTILITY PRESSES, any model, 
any amount. Address: “M.A.T.S.A.” Dr. Pasteur 113, MEXICO 
7, D. F., MEXICO. 5703-3 


1—42” x64” drycleaning washer, motor-driven; 1—48” dry- 
cleaning extractor, motor-driven; 2—100 Ib. tumblers. Master 
Cleaners, 2409 University Ave., San Diego 4, Calif. 6036-3 


MISCELLANEOUS 
ELIMINATE THE REMOVAL OF BUTTONS AND BUCKLES. 


Save on labor—cut down complaints—speed up production. 
Allow us to place in your plant on approval a small assortment of 
SLIP-ON BUTTON AND BUCKLE PROTECTORS. We know 
of no better way for a plant manager to judge our product. Over 
2,000 plants have used them. SLIP-ON BUTTON AND BUCKLE 
PROTECTOR CO., 2610 Clay Ave., Fresno 1, California. 3476-8 


BARGAINS—100 TALON TROUSER ZIPPERS, $11.50; 24 
SUEDE LEATHER ELBOW PATCHES, $4.00; 24 KNITTED 
CUFFS, $3.00. Ask for free price list of tailor trimmings, buttons, 
thread, tags, pins, complete line. Nassau Notionhouse, Nassau, 
N. Y. 5639-8 
ANDREA MEASURING CHART, it takes length and width at 
the same time. CUTS CHECKER’S TIME IN HALF. M. An- 
dreas, 156 East 88th St., New York 28, N. Y. 5828-8 


NATIONAL CLEANER & DYER 
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REWEAVING 


FREE SALES KIT—Including “easy-to-use” pricing guide and 
sales instructions, also display signs. Complete setup to handle 
REWEAVING as a seuinelie sideline. Retain good will by elimi- 
nating plant damages. With our complete FRENCH-WEAVING- 
OVERWEAVING-STOTING-REKNITTING service, we can 
handle any size or type of damage. LOW WHOLESALE prices 
and profitable wholesale discount. 24-HOUR SERVICE available 
on all garments. Free estimates. GLOBE WEAVING SERVICE, 
210 W. Van Buren St., 8th F1., Chicago, Illinois. Dept. B. “Amer- 
ica’s Leading Reweaving Service.” 4411-29 


ADAMS WEAVING COMPANY the best known name in Re- 
weaving. Burns, moth holes, rips in garments, linens and sweat- 
ers. An extra service for you to offer with an excellent profit. 
Top-quality workmanship that will avoid trouble with plant dam- 
ages. Quick and guaranteed service. ADAMS WEAVING COM- 
PANY, 1010 Republic Building, Chicago, Illinois. 5470-29 


REWEAVING CHEAPER THAN YOU COULD DO IT YOUR- 
SELF! Prices 75¢ per running inch. 20% extra discount for large 
volume accounts. We pay return postage. Open account to estab- 
lished firms. We ship garments same day as received. Work 
guaranteed for the life of the garment. Satisfaction or no charge. 
Free signs, mailing labels and tags. THRIFTY WEAVERS, 310 
St. Clear St., Toledo 4, Ohio. 5713-29 
A. A. A. WEAVING SERVICE. Holes, burns, tears and imper- 
fections in garments and fabrics of all descriptions expertly re- 
woven by hand. FINEST WORK AT NEW LOW PRICE 
SCHEDULE. Save money on claims and adjustments. Sell this 
very profitable service to your customers. We pay postage one 
way. A. A. A. WEAVING SERVICE, 1182 MADISON AVE- 
NUE, NEW YORK CITY 28. 150-29 
WHAT IS REWEAVING? It is not a piece of fabric woven over 
a damage. We do BLENDED French weaving (the best of single- 
thread reweaving), including fancy weaves and gabardines. 
WHAT IS PIECE WEAVING? It is not a matched pull-through 
done with a sharp latch needle. On this work, we actually 
WEAVE the edges perfectly (there is a big difference). We offer 
consistent service, moderate prices, and good planned profit. 
Our work and service will convince you we know what we are 


talking about. Copyright 1951. WEAVE MASTERS, INC., 413 


WONDERWEAVE method. 100 operators, fast service. All work 
guaranteed for life of garment. No investment, time or labor 
required. OR, do your own reweaving. We sell equipment for 
$12 complete with instructions. Replacement points $6 each. 
Write to Wonder Weavers, established 1899, 44 Whalley Avenue, 
Dept. 9, New Haven, Connecticut. 3298-29 
REWEAVING, ONE-DAY SERVICE: Cigarette burns, moth- 
holes, tears, spots in clothes, linens, rugs, upholstery fabrics, like 
new. Small jobs returned same day. Send garments for estimate. 
GIVE US A TRIAL. You'll be amazed to see the difference be- 
tween our work and what you've been getting. Established 1910. 
American Textile Weaving Co., 5 N. Wabash Ave., Chicago 2, 
Ill. 5516-29 
HEDDA MOHL, REWEAVER, formerly VIENNA, PARIS. 
Original French weaving, reweaving, stotting, invisible mend- 
ing. Holes, burns and tears e thy rewoven. Quick service. 
Satisfaction guaranteed. Wholesale prices. Return tage 

48-hour service. (Promotion kit free.) Hedda Mohl, Reweaver, 
Colorado Springs, Colorado. East of Chicago, Hedda Mobhl, 
832 Montrose Ave., Chicago 13. 4839-29 


The old reliable “BERGER DAMAGE REWEAVING” serving 
the cleaners and tailors trade almost forty years. The finest type 
of skilled work only. Prompt service, reasonably priced. Our 
work wins you good will. Estimates cheerfully made. Return 
postage paic by us. If you want the “Best,” mail your jobs to 
‘BERGER DAMAGE REWEAVING COMPANY,” 765 Madison 
Ave., New York 21, N. Y. 5966-29 


FINEST QUALITY, FASTEST SERVICE. FREE COMPLETE 
SALES KIT. GUARANTEED FRENCH REWEAVING, IN- 
WEAVING, STOTING, REKNITTING. LOW WHOLESALE 
PRICES. SEND TO WARDROBE SERVICE COMPANY, 1304b 
McGEE, KANSAS CITY, MISSOURI. 5914-29 


REWEAVING BY THE SUPERIOR FRENCH PROCESS. 
MOTH-HOLES, BURNS, ETC. REWOVEN TO THE EXACT 
PATTERN. COAST-TO-COAST. MODERATE PRICES. SMALL 
DAMAGES RETURNED SAME DAY RECEIVED. SATISFAC- 
TION GUARANTEED. SEND A TRIAL ORDER TODAY. 
R. M. WEISSERT, 315 NORTH 7TH ST., ST. LOUIS, MO. 

5545-29 
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REWEAVING (Cont'd) 


FOR GUARANTEED REWEAVING SERVICE ship your next 
damaged garment to us. We use the real French-Rochester 
Method only. Send us the difficult jobs that others reject. We will 
do it right or no charge. French Textile Co., 428 Avenue A, 
Rochester 21, N. Y. _ 5831-29 
REWEAVING. Complete SALES KIT FREE including signs, 
advertising mats, instruction book, PRICING CHART, work 
tickets and envelopes at NO CHARGE. A prompt efficient 
WHOLESALE service at a MODERATE COST. We reweave 
the exact pattern in all fabrics. Our complete reweaving service 
will make you a satisfied, permanent customer. Send garment 
for estimate. Open accounts if desired. Return postage paid. 
MONEY BACK GUARANTEE. CINCINNATI REPAIR SERV- 
ICE, 413 Race St., Cincinnati 2, Ohio. We are not associated 
with any other company. 6066-29 
REWEAVING—Saves and renews damaged garments. Contact 
us. Send garments for estimate. MAGIC RE-WEAVING SERV- 
ICE—227 Ness Building, 28 West 2nd South, Salt Lake City, 
Utah. Phone: 4-4052. 1629-29 


SUEDE & LEATHER SERVICE 


SUEDES AND LEATHERS cleaned and dyed to perfection. 
Prompt service. Fully insured. Reasonable prices. Ship to THE 


5234-13 


$5.00; Coat $6.00. Advance Leather Coloring, 90 Herzl St., 
Brooklyn 12, N. Y. 5849-13 
SUEDE AND LEATHER SPECIALISTS. GUARANTEED 
“LANO-LUSTRE” CLEANING AND REFINISHING PROC- 
ESS. NATURAL OILS, COLOR AND SOFTNESS RESTORED. 
ONE-WEEK SERVICE. COMPLETE REPAIR FACILITIES. 
SEND FOR INFORMATION FOLDER AND WHOLESALE 
PRICE LIST. FREE WINDOW DISPLAY SIGN WITH FIRST 
JOB. SEND TO WARDROBE SERVICE COMPANY, 1304b 
McGEE, KANSAS CITY, MISSOURL. 5915-13 
COLE LEATHER CLEANERS OF AMERICA. LET OUR 40 
YEARS of quality reconditioning and cleaning of all shades 
of leather and suede—work for you. Our work is known to be 
the finest—desigued for those interested in maintaining superior 
service at reasonable prices. Send your garments for prompt, de- 
tailed report including cost for necessary work. Write toda for 
our price list. “OUR RECOMMENDATION COMES FROM 
OUR CUSTOMERS,” COLE LEATHER CLEANERS OF 
AMERICA, 1287 SECOND AVE., N. Y. 21, N. Y. PHONES: 
LEhigh 5-0060—LEhigh 5-0250. 5968-13 
REFINISHING COLORS FOR FULL-GRAIN LEATHER 
COATS AND JACKETS. All standard colors available. Color 
card upon request. Orthmann Laboratories, Inc., 922 North 
Fourth St., Milwaukee 3, Wisconsin. 6038-13 
Wholesale leather and suede cleaning, redyeing, refinishing. Hun- 
dreds of satisfied customers in every state. Open account. Try 
our exclusive DAVOTEX process. You will become a regular 
customer. C.O.D. CLEANING & DYEING CO., 1430 Harrison 
St., Davenport, lowa. 6055-13 


TRAINING SCHOOLS AND INSTRUCTIONS 


LEARN REWEAVING. Genuine,  single-thread, invisible 
FRENCH REWEAVING does not require special latch needles, 
special instruments or tools. I am in the business, teach our 
weavers and know. Why be fooled? Completely illustrated texts, 
instructions—Basic French weaving $15. Advanced French 
weaving $10. Piece weaving (includes two instruments) $15. 
Our simple, illustrated instruction sheet on Piece weaving (over- 
weave, inweave, etc.) plus one instrument, only $5. All the texts 
and two instruments $30. Send for free information. E. C. 
O'Hagan, c/o Weave Masters, 413 Race Street, Cincinnati, Ohio. 

5286-15 
HUBBARD DRYCLEANING & REDYEING SCHOOL, Route 
3, Charlottesville, Virginia. Courses offered in drycleaning (petro- 
leum and synthetic), spotting, wet cleaning and dyeing. Study 
while you work and do both to advance yourself. Catalogue sent 
on request. A CORRESPONDENCE SCHOOL SERVING THE 
INDUSTRY SINCE 1932. 5902-15 
DO INVISIBLE REWEAVING IN YOUR OWN SHOP. Tre- 
mendous profits for you by giving your customers finest work 
AND prompt serviCe. We teach you how to make tears, cuts, 
holes disappear from all clothing and fabrics. Earnings up to 
$10 in an on Learn in days with the original Fabricon Ae 
First in the field. A professional course. Write for FREE details. 
FABRICON, Dept. RR, 8342 S. Prairie, Chicago 19, Ill. 5903-15 
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SUEDE KING, 1311 East State Street, Sharon, Pa. | Mik as 
Suede and Leather cleaned and refinished Jacket $3.50; 1] pper gt. 
Race St., Cincinnati 2, Ohio 3503-29 aes 
40% PROFIT WITHOUT INVESTMENT.” Send us garments ees 
with burns rips holes to be skillfully rewoven by the exclusive eae 
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STAR-SERVICE HANGER 


DIVISION OF L. A. YOUNG SPRING & WIRE CORPORATION 
9200 RUSSELL STREET, DETROIT 11, MICHIGAN 
PLANTS IN CHICAGO, ILL; TRENTON, W. J.; LEEDS, ALA. 
DIVISION IN CANADA: MARSHALL VENTILATED 
MATTRESS COMPANY, LEASIDE, ONTARIO 
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Better service ... faster consultation with Hoffman representa- 
tives ... quicker delivery and installation of Hoffman equipment, 
or replacement parts when needed . . . all these advantages become 
available to every plant owner in the nation as a result of the new 
Hoffman policy for improved service and sales, through local 
Hoffman distributors. 

The official Hoffman distributor located right in your own 
area, and always aware of your progress, your production set-up, 
and the particular factors that affect your business, will be your 
guarantee of even quicker attention to your needs. 

In most areas, your new Hoffman distributor is the same 
Hoffman man you’ve known all along, with the same advanced 
knowledge of drycleaning and laundry procedures. But if you’ve 
not learned who your Hoffman distributor is, rush in the coupon 
for his name and address. And let the coupon bring you the latest 
information on the newest Hoffman H-Jets ; high-speed, efficiency 
presses, advanced design laundry equipment, and other aids to 
faster production. 

mail this coupon NOW 
U. S. Hoffman Machinery Corporation 
105 Fourth Avenue, New York 3, N.Y. 
[} Please send me name and address of my Hoffman distributor. 
[] Also send information on Hoffman developments in {_} drycleaning units 


presses [] washers tumblers [|] extractors, and 


U. S. HOFFMAN 
MACHINERY CORPORATION 


105 FOURTH AVENUE, NEW YORK 3.N_ Y. 
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